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ility, LEADER fix- 
durable. (LEADER 





& ulded-pl tic louvers are an ex- 
Fs ample). Such durability is a LEADER plus-value 
E ‘that wins not only the | blue ribbons of the mo- 
ig 


ment, but those bestowed by Father Time! 


No matter what eg Bee ry! good lighting, it is good sense 
; to follow the ni andl light the way. 


i Masate naprigig sos cs ch ony Sa wholesalers end contractors. 


LEADER ELECTRIC COMPANY 
3500 N. KE Zte AVENUE CHICAGO 18, ILLINOIS 
1 Oeklend 6, California 
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(Paint Store) . . . Harrison C. Burrall,* 
Dayton Power & Light Co., Dayton, 
Ohio. 


(Drug Store) ... A. A. Aronson, 
Northern States Power Co., Minne- 
apolis, Minn. B. Perrson, Architect. 


Merit Audis 337 


(Drug Store)... R. W. Gibb, Omaha 
Public Power Dist., Omaha, Neb. 


Merit pr eenn 324 


(Office and Display Room) . . 
George H. Seiter and Ronald Comp 
bell, Cincinnati Gas & Electric Co., 
Cincinnati, Ohio. 






(Bowling Alley) . . . Lucian T. Kig 
and E. J. Dunlap, Duquesne Lig 
Co., Pittsburgh, Pa. 





























ELECTRICAL WHOLESALERS AND SALESMEN: Economy “DE-LAY” 
Renewable Fuses and Links ‘move fast” too—publicized by ads like 










these, monthly, addressed to men who buy and specify fuses. 







With the new Economy 
“DE-LAY” Renewable Fuse, you can 
replace the “blown” link in less time than it takes 
to tell it. 


Almost before you can say “Presto-Change-O”, you 








have made these three simple, quick, easy operations: 


1) Unscrew end cap, twirl knife-blade assembly, take 
it out of fibre cartridge case. 


i) Loosen nuts that hold “blown” renewal link, replace 
with new “DE-LAY” link and tighten nuts. 


© Replace knife-blade assem- 
bly and screw on 


Only one way to make renewal —the 
right way, the fast way—and the 
Economy “DE-LAY” Fuse is ready to 
place back in the circuit. 











Replace with Economy “DE-LAY” 
Renewal Links. They give maximum 
protection in the 135 to 200% load 
range where most “blows” occur. 














You are invited to write for the New Economy Catalog 


ECONOMY FUSE AND MEG. CO., 277 creenvicw ave, cHicaco 14, ILLINOIS seesssgurarves.e’ 
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» @ AILEADER fluorescent units are furnished for con- 
> ventional 110-125 volts, 60 cycle A.C. unless other- 
wise specified. ... Let LEADER illuminating engineers 
assist you ... LEADER Fixtures sold and installed only 
by the better electrical wholesalers and contractors. 





VL-440 


UNITS ARE 


GUARANTEED 


The ever-broadening popularity of LEADER FLUORESCENT 
er GLe doe MT Me lt-MioMo Mali) iloliloimelm tel lite Mme ("cele (-Metolilsi ites 
tion, advanced styling, and big-value pricing. . . . For full par- 
ticulars on LEADER Fixtures, here illustrated, and for the many 
others in the LEADER line, write to 


LEADER ELECTRIC COMPANY 


3500 NORTH KEDZIE AVENUE, CHICAGO 18 
West Coast Factory: 2040 Livingston, Oakland 6, Calif. 
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“Niiomination over iced weit te 
wall. Featherweight moulded plas- 


rhe 2 tas 














fic units, held by adjustable fie Sg 
"eds, give absolutely level and 48 
ope 


rigid ceiling of light, “dropped” 

to’ any desired height. Use with 

| 5 @ny type fluorescent lomp. Does 
“not interfere with sprinkler sys- 
tems. Instantly removable for serv- 

icing. Individual units 13” x 48” 
four units to oa basic frame, 
48-1/16" x 52%”. Other sizes 

,. tustom mode, 








Leader's “OFFICER” fixture for 
four 40-watt 1-12 48” tomps, 
may be used in single units or 
in continveus runs . .-. ceiling 
mounted or suspended. Tronslu- 
cent plastic side panels and plas- 
tic louvers {swing out-of the way 


for easy servicing). Choice of 31° 


or 45° cut-off angle in louvecs. 
Housing, channel and end caps 
of 20 gauge steel, finished in 
white high-gloss boked enamel, 
Optional instant-start operation. 
53%" x 16%" x 5-17/32". 





Leader's “SCHOOLMASTER™ pro- 
vides 60%: downword, 40% up- 
ward light distribution. Stondard 
louver cul-offs.of 25°-35° ond 
25°. 45° jother shielding angles 


T-12 48” 
channel of 20 gouge steel, fin- 
ished in white high-gloss boked 
enamel. Optional instant-start 
operation. 48-3/32” x 12%" x 
8-3/16". 


lamps. Housing and 


LRL-440 


leader's ‘RESEARCH LUMI- 
NAIRE” conforms to’ technical 
. specifications of the Utilities Re- 
search Commission. For four 40- 
watt 1-12 48” lomps. Use as sin- 
gle units or in continuous runs— 
suspended or ceiling mounted. 






for continuous row installatio 
Housing and channel of 20 goug 
steel, finished in silver-gray e 
amel. Phterior finished in whi 
high-glos$ boked enamel. 
tional instont-start operatic 








No cOnnetting couplers needed  49-9/32" x 19%" x7 
; ( - 
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leader's GLASS ENCLOSED 
LOUVERED fixture uses four 40- 
wott 1-12 48” iomps, affords 
large output of diffused light. 


Hinged gloss ponels for easy finished 





stallation. Housing and chan 
of 20 gauge steel in satin olun 
num finish. Parabolic reflec 
in white high-gle 


on request}. Uses two 40-woft 






baked enamel. Optional instomyl 
start operation. 48-7/16"x13 ij 
x 7%”. ., a 


servicing, Use as single units or 
in continvous rows. No connect. 
ine nego Be needed for row in- 







mea ‘esbiiik in gr pe 


jamps, Use as single units 


bin continuous runs. No con. 
peti couplers needed for con... 


pus row mounting. Boffle- 


der Trofferlites furnish versa- 


‘ite, efficient fluorescent lighting. — 


: ple sag encmel. 
Interior: finished in white high- 


Ayciloble with flange trim or ee 
ber mounting, For use os single 
gnits or in continvows rows. 72” 





e specifications as for.12” 


lites, but 24” width offers 
fine variety of lighting appli-_ 


fotions Avoilable: with: or. with 


line TROFFER fixtures offer: 
er redirection of light flux 
d higher light values. For: one | 
: HT. 180), two (NHT-280) or 
0 ee (NHT-380) slimline tubes. 
“Furnished with or without flange 
the, baffled, louvered of Lax 


| Trofters use two or three 40-watt 
48” lamps. Choice of styles: - 
open, louvered, baffled, or glass. 


gloss baked enomel. Optional 


-instant-start eperation..48°% 12” 


(13-11/16" bi cy flange) x 7 ‘ 








nie tett ehd “apsiltigtapete operation, 101%” a. 


~ right gps ose lant 16%" x $-17/32”. 


eo 
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Stata, Bre 17 tall Sk eat ot 20; yovbe vee 
four 96”. slimline penis offers finished in white high-gloss 
ny advantages ‘in efficiency. “baked enamel. Pleasing deep 
id tow. amaintenonce cost, kd 


drawn, streamlined end caps, 
-nstant-start 100, 200 , 300 or 425. 
‘rigid “channe} ond)” Fs. heeled 97-5/16" 

ag mounting. pigs & AIGA’ x 5-17/32". 


We ‘ae one-piece fete nih of 
\ steel. Channel and top 


or 425 milliompere opera. 
9. 96-1/16" x 13%" x 6%" 


enamel; reflector in choice of 

white beked enamel or porce- 

use as ain enomel. Optional ar 
"x 3% 


a Reflector finished 
ice of double cooted white 
enamel or porcelain. Op- 
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Thermal , Magnetic Multi-breaker 


On”’ Multi-breaker unit pro- 
for a modern 


yides for easy 


The basic “Ad- 
vides four circuits — the minimum 


home. Even more important, it pro 
addition of circuits as they are needed. Four 


off-the-shelf «ad-On”’ breakers extend the range 
of the basic block in the required circuit pattern. 
Architects, builders and contractors all know 
from experience that many electrical appliances 
are added after homes have been completed and 
lived in. ith “Ad-On”’ breakers it's 4 simple 
matter to provide these circuits so necessary for 


better electrical living. 


SHOW the 


SQUARE 


MILWAUKEE 


DETROIT 


SQUARE D C 


7 _— 














OMPANY CANADA iT 























1+ Box witH 


3- 


«Ad-On’’ to Your Contrac 


T) COMPANY 


D., TORONTO * sQu 
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START WITH 4: 
Basic circuit breaker unit Pro 
vides 4 single pole, | double pole ry 
and 2 single pole, or 2, double pole rT 
binations of 15, ] 


circuits in com 
pere ratings. 


20, 30, AO or 50 am 


ADD 4 MORE: ‘ 


1, 2, 3, oF 4 single pole circuit 


breaker units rated 15, 20 or 30 al 
amperes are easily plugged in on il 
basic block. at 





BASIC BLOCK 


2+ FLUSH oR 
SURFACE TRIM 


a Small Stock of 
COMPONENT PARTS 


covers all job require- 
ments when assembled 
jnations. 


in various comb 


«“ad-On ” 
BREAKERS 


tor Customers 














Los ANGELES 


A., MEXICO city, 0. F. 
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2 ee TS 





be ansehen 


[ 
















































































| O. FRED. ROST 
: Editor and Publisher 











- 
+4 W. C. PIRIE 
7 Managing Editor 
= A. XIQUES 
— Associate Editor 
7 A. W. HOOPER 
T Associate Editor 
4 G. GANZENMULLER 
News Editor 
' H. J. EMERSON 
4] Pacific Northwestern Edito: 
rh H. PHILLIPS 
7 i, Art Director 
+ W. W. GAREY 
al Sales Manager 
iH District 
7 Representatives 
T A. B. Conklin 
S. A. Jones 
New York 
Charles F. Minor, Jr. 
R. R. Ream 
Chicago 
E. R. Bollinger 
Cleveland 
A. M. Sanson, Jr. 
Philadelphia 


John W. Otterson 
San Francisco 


Carl W. Dysinger 
Los Angeles 


Ralph C. Maultsby 
Atlanta, Ga. 


J. H. Allen 
Dallas, Tex. 


WITH WHOLESALERS SALESMAN 









CONTENTS SEPTEMBER, 1949 


Times and Trends by O. Fred. Rost 





1940-1950—The Lighting Front 53 
NEWA — NAED 53 
Business Index 
National Sales and Inventories 6| 
Regional Analysis 64 
News Notes from NEWA - NAED Alfred Byers 96 
1949-1950 LIGHTING SPECIFICATIONS SECTION 97 
New Products You Can Sell 113 
Local Lighting Campaign 118 
News of the Industry 67 and 123 
10th NATIONAL 
LIGHTING SHOW IN PRINT 
Store Lighting 73 
Modernizing with Lighting 77 
School Lighting 8| 
Office Lighting 84 
Bank Lighting 86 
Library Lighting 88 
Sports Lighting Howard T. Emerson 89 
Industrial Lighting 94 































, McGRAW-HILL PUBLISHING COMPANY, INC. 
PUBLICATION OFFICE, 520 NO. MICHIGAN AVE., CHICAGO 11, ILL. 
EDITORIAL AND EXECUTIVE OFFICES, 330 WEST 42nd ST. 
NEW YORK 18, N. Y. 


James H. McGraw (1869-1948), Founder 
James H. McGraw Jr., President; Curtis W. McGraw, Vice-president and 
Treasurer; Euvcene DurrFietp, Senior Vice-president, Publications Division; 
Netson Bonn, Vice-president and Director of Advertising; Joszrn A. GERarovt, 
Secretary; and J. B. Bracksurn, Jr., Vice-president and Birector of Circulation. 


ELECTRICAL WHOLESALING (with Wholesaler’s Salesman.) September, 1949. Vol. 30, No 
9. Published monthly at Chicag lll.; price 50c¢ a copy: 70c a copy for special issues 
Return postage guaranteed. Allow at least ten days for change of address. Subscription raté 


United States and U. S. possessions. $3.00 for one year; $4.00 for two years; $5.00 for three 
years. Canada, $4.00 for one year; $6.00 for two years; $8.00 for three years. Pan American 
Countries, $5.00 for one year; $8.00 for two years: $10.00 for three years. All other foreign 
countries, $15.00 for one year; $25.00 for two years: $30.00 for three years. Please indicate 


pesition and company connection on all subscription orders Entered as second class matter 
August 31, 1948 at the Post Office at Chicago, Ill., under the Act of March 3, 1879. Cable 
address ‘‘McGraw-Hill. New York Member of A.B.P. Member of A.B.C. Copyright 1949 
by McGraw-Hill Publishing Co., Inc. All rights reserved—-330 West 42nd Street, New York 
18, N. Y¥. BRANCH OFFICES: 520 North Michigan Ave., Chicago 11; Post Street, San 
Francisco 4; Pacific Finance Bldg.. 621 So. Hope St., Los Angeles 14, Calif.; Aldwych House 
Aldwych, London W. ©. 2; Washington 4; 17th and Sansom Sts., Philadelphia 3; 708-9 Oliver 


Bldg., Pittsburgh; Cleveland 16; Detroit 26; St. Louls 8; Boston 16; Atlanta 3, Ga 


September, 1949—ELECTRICAL WHOLESALING 


Director of Circulation, Electrical Wholesaling 
330 West 42nd Street, New York 18, N. Y. 


CHANGE OF ADDRESS 


Please change the address of my Electrical Wholesaling 


subscription. 


Name 


Old Address 


New Address 


New Company Connection 


New Title or Position 
































LXE SIs 






























































eS SSS SSS SSS SS STS SESS SSS SS SSS 

















{ = ee O4== 




















| } ZTE eee 




















General Switch Cat. No. 663-108, Main- 
Range-Water Heater Combination 
Triple Pullout Unit 


100 Amp main lugs feed the 60 Amp pull- 
out switch controlling from 4 to as many as 
12 plug fused lighting circuits. The main 
lugs also feed the Range and Water Heater 
pullout switches .. . available in 30 or 60 
Amp and non-interchangeable to prevent 
overfusing. Flush or Surface. Underwriter 
Laboratories approved. 


HE new GENERAL Main-Range- 

Water Heater Combination 
Triple Pullout Unit, the latest ad- 
dition to the GENERAL SWITCH 
extensive line of enclosed switches 
and panels, means a real saving in 
time and materials, is a neat, compact 
unit, is thoroughly dependable and . . 


ey 
a 





The development of this all-in-one unit is another step for- 
ward in the GENERAL SWITCH planned program of 
product development of “‘unitized’’ equipment for simplified 


electrical systems at lower cost. 


Save time and save money... investigate this new unit and 
Switch to GENERAL today! Available everywhere exclusively 


through wholesalers. 






neral 


Switch Corp. 


49 Roebling Street Brooklyn 11, N. Y. 
SALES OFFICES IN EVERY MAJOR CITY 


. the price is right. 












Separate Meter 
for Water Heater 
Simply remove jumpers 
and feed the water heater 


pullout switch through 
separate meter. 


Carrier Relay or Time Clock 


Water Heater Disconnect 
ee. . 


7, 












Remove one jumper 
and connect water 
heater switch through 
disconnect element of H 
meter. 








aceneceesececee 














onion 
=a°5i 
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Ask your wholesaler or write 
today for the GENERAL 
SWITCH 68-page catalog. 
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CROUSE-HINDS 






Crouse-Hinds 
1950 Model 
Sports Light 


e «© e Type FLA 





Sports Light 


... embodies all the latest scientific advances 
in floodlight design ... improvements that give you 
more light and easier maintenance 


: . The floodlight can be tipped over for convenient 
F * 
ag The two-piece *Alzak reflector gives more light. &3 cleaning of the cover glass, and when returned to 


its original position, a stop insures perfect alignment. 
The stream-lined aluminum head and body give : : 4 
greater strength. The spun-in cover glass is both heat and impact 
resisting. 
The hinged body makes relamping quick and , ; aia 
easy and keeps the entire floodlight in a single Degree markings and a sight for accurate aiming 
unit at all times. save installation time. 


The extra large opening insures a quicker and better Crouse-Hinds’ high standards of quality and skilful 
job of cleaning the interior. 8) workmanship insure long life. 


Crouse-Hinds’ latest sports lighting bulletin contains NEMA standard plans for the lighting of baseball, 
football, and softball fields. Many minor sports are also included. Send for your copy today. 


* Alzak is the registered trade mark of 
the Aluminum Company of America 


Nationwide CROUSE-HINDS COMPANY 


Chemie Syracuse 1, N.Y. 


Wholesalers 






Offices: Birmingham — Boston — Buffalo — Chicago — Cincinnati — Cleveland — Dallas — Denver — Detroit — Houston — Indianapolis — Kansas City 








Los Angeles — Milwaukee — Minneapolis — New York — Philadelphia — Pittsburgh — Portland, Ore. — San Francisco —~ Seattle 
oy St. Louis— Washington. Ri : Albany — Atlanta — Baltimore — Charlotte — New Orleans — Richmond, Va. — Salt Lake City 
<> CROUSE- HINDS COMPANY OF CANADA, LTD., Main Office and Plant: TORONTO, ONT. 





FLOODLIGHTS - AIRPORT LIGHTING > TRAFFIC SENET * CONDULETS 
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CL AR! Bulletin we | 
—“Size5 

wen COMBINATION STARTER | 

with THERMAL OVERLOAD RELAY 


Starter and Safety Switch 
in one Cabinet! 


Interchangeable Heaters 
for On-the-Job Adaptation 
to Motor Characteristics! 


Clark Bulletin 7322 wall a dae { 











Relays for positive theth 
Overtoad, 7 goa. f 


__ 26%8 4 20% 
eT 
s Caras 































ae new jason the ew 2 
ic overload relay, which required. 


' pre-setting to specific motor char-*''s* 
cs has bee e laced ith the 
4 es as ¥ Pp ey Bulletin 6018 Size 5 AC Combination 
Starter. Non-Reversing Magnetic 


a r. “This permits Gdapition of ian Starter with Disconnect Switch— 
ee Fusible. (Fuses not shown) 
various HP ratings in tne field 


imply changing stondard heaters. To 


nage current is reduced in the 








"Bulletin 6018 starters have starter unit and safety switch 

ie mounted in the same cabinet, which is equipped with ‘‘pan-type” con- 

* structed doors for added strength and rigidity. Starters with fusible or 
non-fusible disconnect switches are available. Floor-mounted cabinet 
provides plenty of wiring space. 





Closed view of Bulletin 
6018 Size 5 Cabinet, with . = . 
dimensions. Bring your starter stocks up-to-date with this 


new line of CLARK starters. 


: tHe CLARK CONTROLLER co. 


“RY THING UNDER CONTROL ° 1146 EAST 152nd STREET, CLEVELAND 10, OHIO 
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Hae mans 
PUT THIS NEW CA AV ft) ¢ AY 
2 IVLAASYV UF GSU TTY / 
: 4 ~*~ e 2 ‘ 4) 
INTO 
CLASSROOMS 
AND 





“SKILLED LIGHTING” 
MADE BY SPECIALISTS IN LIG -QUIPMENT SINCE 1881 
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Now! Sell Christmas lightin 


CHRISTMAS 
LAMPS 


FLOODS OF PROFITS! General 
Electric PAR-38 projector 
lamps—flood or spot types. 
Built-in reflector, weather- 
proof hard glass bulb. 150 watts. 


THEY'LL SELL BY THE DOZEN for out- 
door decorations! General 


Electric type S-11, 10 watts. 


Weather-resisting enamel coat- 
ings in seven brilliant colors. 


MORE OPPORTUNITIES THAN EVER 
Berore! General Electric Type 
C-9% outdoor Christmas tree 
lamps. 5 colors. Make sure 
agents have all they need! 


PLENTY OF CHRISTMAS TREE LAMPS! 
Popular low-priced “Series” 
type C-6, or “Multiple” type 
C-744.W ith“*Multiple” there’s no 
hunting for burned out lamps: 


Check agents’ stocks now, for maximum|C 
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ype 
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or indoors and out...with this 


UREAT G-E PROMOTION! 


HIS year your agents can sell Christmas lamps 
by the houseful — for complete home decoration, 
inside and out! 


* This year make your ‘house say 


8 Aone Gotiauwt lilt 
BML , ld | py lld bs, KAGE. 


Everybody likes to dress up the house for Christmas 
and this year we’re showing ’em how in a big way! 
Heading the promotion is a big, double-page full color 
advertisement in the November 26 Saturday Evening 
Post. It’s filled with ideas on Christmas lighting that 
will make your customers want to buy lamps and Christ- 
mas lighting fixtures as they’ve never bought before. 


To help your G-E lamp agents cash in on this tre- 
mendous 1949 Christmas lighting market, there’s a 
big G-E display package that includes colorful price 


cards, hand-out folders, a display banner and a new | wm GE provecror , 
booklet packed with Christmas lighting suggestions Se FLOODLAMP 

for retailers to show customers. Be sure your agents So ee 3 
have the complete display package and adequate stocks 
of all General Electric lamps for holiday lighting! 





Pu EI 
. ish General Electric 
ye bss Heat Lamps, too! 
summernnmPs Five that glowin ' 
Onn ea OK all year ‘roun 
G-E senae oa 
aches 4MPs soothe mu 
| ain? Scula 
“oe — Nardelassmodel 
. . . . 2.95, 


STANDARD BASE DECORATIVE LAMPS— INCREASE SALES OF REGULAR LAMPS by 
Type A-19, 25 watts, in 10 promoting display of the new General 
colors foreitherindoororout- Electric four-lamp package—sells 4 
door use. Type F-15flame shape lamps instead of one! Easy to display— 
is for indoor use only. easy to sell!And every lamp is pre-tested! 









Christmas profits! 
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N Q W e e e boost your sales 


with this ALL-NEW Type A Safety Switch 


TRUMBULL’S 


HIGH CAPACITY E NTERRUPTER 








Unusually high interrupting capacity .. .“circuit-break- 
er” action breaks heavy loads quickly, safely. Extremely 
high momentary current capacity .. . withstands heavy 
short circuits without damage. 30-, 60-, 100-ampere sizes. 





Here’s How... 


HCI’s “Circuit-Breaker” Action Works 
ECK OVER THESE ADDITIONAL 
SALES-MAKING FEATURES 


Center-front operation permits close 
ganging. 

Front fusing allows compact box, yet 
gives ample wiring space. 

No exposed live parts when switch is 
OFF and door is open. 

Handle interlock. 

Clear ON and OFF markings both in- 
side and outside. 

No dead center—roller-cam action (mul- 
tiplying linkage design with powerful 
spring) throws switch to full OFF and ON. 

Poles are self-contained switching units 
for easy replacement. 

Silver-plated current-carrying parts 
prevent oxidation ... give low-resistance 
contact. 

Insulating parts made of linen mela- 
mene, light, strong, arc-resisting. 

Enclosed operating mechanism (on 60- 
and 100-amp. sizes) prevents wire chafing. 

Interior removable for wiring ease. 





OFF ® 

















1. Switch closed. Spring-loaded sliding 
contact (A) fully inserted between sta- 





tionary contacts. Red indicates current. 
































Underwriters’ approval throughout. 
2. Sliding contact being withdrawn. The 3. Contact fully withdrawn. Trumbull’s For more information about Trumbull’s 


two arcs repel each other, are drawn esis “Chedbiieeies” estan ten of all-new HCI Safety Switch, write for your 

era e es > ore free copy of Bulletin TEC-10 today. THE 
against grid pins (B) and (C), which break fectively extinguished the arcs. TRUMBULL ELECTRIC MANUFACTURING 
and cool them. COMPANY, Plainville, Connecticut. 


Men Who Obserre the Best Electrical Practice Make It a Practice to Use 


TRUMBULL (7) ELECTRIC 


TRUMBULL’S TRAINLOAD OF NEW PRODUCTS 
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. They're thinking Aluminum 





Wire and Cable 


®.: READY TO ANSWER THEIR QUESTIONS! 


Q. What is aluminum wire and cable? 
A. High-purity, Electrical Conductor 
grade aluminum, insulated and sold by 
leading wire manufacturers. 


Q. Available with what insulation? 
A. Standard types. 


Q. What sizes of aluminum conductors 
are made? 
A. A wide range, up to 2,000,000 cm 
and larger. 


Q. Is aluminum new as a conductor? 

A. No; it has been proved by 50 years’ 
use in high-voltage transmission lines, 
40 years’ use in industrial plants. 


Q. Are fittings available for use with in- 
sulated aluminum wire and cable? 

A. Compression and bolted fittings are 
supplied by several well-known connec- 
tor manufacturers. Soldered or welded 
joints are also widely used. 


Q. Why should my customers want 
aluminum? 

A. Because they get lower over-all job 
costs—lower cable cost; easier, faster 
installation, because of aluminum's light- 
er weight. 

Q. Why should | sell it? 

A. Because insulated aluminum wire is 
well established as a standard for elec- 
trical wiring. 

Alcoa makes light, strong, conductive 
E.C.* Aluminum. Leading wire and 
cable manufacturers draw, strand and 
insulate it, and sell it under their own 
trade marks. Ask your wire supplier 
about wire and cable with Alcoa 
E.C. Aluminum, or write ALUMINUM 
COMPANY OF AMERICA, 1442] Gulf 


Building, Pittsburgh 19, Pennsylvania. 


SE.C.: Electrical Conductor Aluminum. 





The BIG DIFFERENCE 
is in your COSTS! 








Page paceman ms 


FOR ELECTRIC WIRE AND CABLE 
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Lowér initial cost. Because Armortite Cable requires 
no costly lead sheath or metal armor for protection, 
yotrmake substantial savings on the purchase of cable. 


Diregt burial. All the necessary protection for direct 
burial is built into the cable itself. Duct costs are 
eliminated. Long-lived, moisture-proof Hazard Water- 
tite Submarine insulation safeguards the conductors 
electrically. Then a double layer of age-resisting, 
leather-like tape, plastic sealing compound and satu- 
rated jute coverings give Armortite its outstanding 
non-metallic protection against mechanical damage 
and the other potential enemies to cable buried direct 
inthe soil. 

Fast, easy installation. The light weight, and simple 
construction of this non-metallic underground cable 
speeds up handling, makes splicing and terminating 
easier — gives you important installation savings. 


MAZARD 


insulated wires and cables for every electrical use. 


. 


| Long, trouble-free service. Years and years of experi- 

“ence have proved that you can forget Hazard Armortite 
Cable, once it’s buried. It continues to carry the load 
day in and day out with none of those costly, annoying 
service interruptions. Since 1926, Armortite has set 
records for long, trouble-free underground cable serv- 
ice. And today, it is made with another improvement 
that will extend this service even longer. Okobesto- 
prene Tape (asbestos fibres compounded with neo- 
prene) is wrapped over the insulated conductors 
instead of braid. This provides an additional seal 
against possible wicking-in of moisture at terminals or 
joints . . . extra resistance to mildew, acids, flame or 
alkali... permanent circuit identification, 





For all the details about this cable, ask your Hazard 
representative or write Hazard Insulated Wire Works, 
Division of The Okonite Company, Wilkes-Barre, Pa. 


Pies ot 
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@ Troublesome “heat” is foiled in the new 
C-H line of safety switches. They are 
designed to withstand safely any degree 
of heat that can be expected from cor- 


rectly selected fuses. 


Moreover, these same safety switches 
are engineered to provide easier instal- 
lation, greater convenience, better 
appearance. Users everywhere are insist- 
ing on Cutler-Hammer “Beat-the-Heat” 
Safety Switches. carried by Cutler-Hammer 
wholesalers and featured by electrical 
contractors from coast to coast. 
CUTLER-HAMMER, Inc., 1327 St. Paul 


Ave., Milwaukee 1, Wisconsin. 
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PEMCO, a pioneer in the manufacture of 
Street and Highway Lighting Equipment, 
today enjoys the position of being the 
oldest Street Lighting manufacturer in 
America operating under its original 
name and management. Since its organi- 
zation in 1882 PEMCO has grown from a 
small one story building to a modern plant 
which now covers practically an entire 
city block. 


From the days of the carbon arc light down 
through the years of the evolution of modern 
incandescent Street Lighting Fixtures, PEMCO 
has borne its share of the responsibility for 
the progress of Street Lighting. PEMCO 
Luminaire No. 306 (illustrated) is an example 
of the latest development in modern Street 
Lighting. Detachable reflector and shields, 
interchangeable on a variety of hood styles, 
make these Luminaires economical to install 
and maintain. Careful enginseying gvaran- 
tees maximum efficiency. 











and replacement is paramount im modern Street 
Interchangeable parts not only lessen the need for 
e stocks of maintenance equipment, but simplify 
lam @ne type of luminaire to another. Long-range plan- 
Anterchangeable Luminaires will pay big dividends 











ICAL & MEG. co. 


TREET, PHILADELPHIA 21, 
PIN PRINCIPAL CITIES 
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MODERN 
METHODS mean Highest Quality ... Latest Design... Gam 


8 Circuits 


Cu 


s 1 Load Center 


With the World’s Most 
Satisfactory Overload Protection: 




































UR a Nc fate 
Circuit Breakers 






Now you can anticipate two of tomorrow’s needs today: 
(1) more circuits, (2) better protection against overloads. 
Both requirements are met in the NEW Murray 8 Circuit 
Magnetic Breaker Load Center! 































This modern new equipment brings you the latest in 
satisfactory overload protection — at moderate cost. As 
few as four breakers need be installed with the panel 
a more can be added as circuits are added! Any 
individual breaker can be interchanged with a breaker 
of different rating — making possible unlimited combina- 
tions, right on the job . . . and the only tool needed is.a 
screwdriver! 


In addition, each Murray Fully Magnetic Circuit Breaker 
is virtually an electrical engineer at the switch! Just see 
what it does: It carries full rated load indefinitely — no 
derating necessary. It accommodates heavy momentary 
overloads — even when carrying full rated current. Yet 
it trips reliably, in a reasonable time, dnder sustained 
overloads. It interrupts the circuit almost instantaneously 
under “short circuit’’ conditions. And because it has no 
thermal element, it is virtually unaffected by ambient 
temperature changes! 

Eight branch circuits | 


Y i a 
es, you can equip today for the loads of tomorrow eve soutralled dad 


rt and for tomorrow’s exacting standards of overload pro- rested NEW 
ir tection—with the NEW Murray 8 Circuit Magnetic Breaker mn . Sanaa’ Cir 
Y Load Center. For full details, contact your Murray repre- 


. . it Breaker Load Cen- 
sentative, or write - 
Is etn ter. Utmost flexibility 
is achieved by individually interchangeable 
single pole breakers rated at 10 to 50 amp. 


MANUFACTURING © 2<2%.cre-croit treoterssurtoc orth 
CORPORATION FOR TOMORROW'S LOADS... 
50 Years of Service to the Electrical Sudustey Equipe Today! 


1250 ATLANTIC AVENUE + BROOKLYN 16, NEW YORK 
SERVICE ENTRANCE & METER EQUIPMENT © MAGNETIC CIRCUIT BREAKERS 
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Cat. No. 450 SET SCREW CONNECTOR 
FOR THIN WALL CONDUIT 


* service entrance 


* grounding devices * lighting fixture fittings 


manufacturers for over 30 years 


Sold Through Elsctrical Wholesalers 


representatives in principal cities 


MANET electric mig. company 
































@ You can be sure of long, dependable service from 


fluorescent fixtures by insisting on Certified Ballasts in the equipment. 


Certified Ballasts deliver... Full lamp life 
Rated light output 
Dependable performance 


The reason for this is: Certified Ballasts are made to precise specifications 
... Specifications which conform to the exact requirements of 
fluorescent lamps... then tested, checked and certified by impartial 


Electrical Testing Laboratories, Inc. 





— 
D | _ All Fleur-O-Lier fixtures use Certified Ballasts. 


ERTIFIED BALLAST MANUFACTURERS 


Makers of Certified Ballasts for Fluorescent Lighting 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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LOUVERLIT 


SLIMLINE 



























































Louverlite Slimline, truly a progressive development in 
louvered lighting, utilizes the Smithcraft “area-of-light source” 
principle to create an extremely shallow and unobtrusive fix- 
ture. Designed for two or four T-12 or T-8 96" Slimline lamps, 
Louverlite Slimline provides an excellent downward component 
of glare-free light, with an. effective louver cut-off of -30° 
crosswise, 30° lengthwise. 

Louverlite Slimline may be mounted surface or pendant, 
individually or continuous row. Installation and maintenance 
are effectively simplified. The rigid louver is held by Smithcraft 
Duo-Cam hangers, and relamping can be easily accomplished 
by finger-tip release of the louver, from a single position. 

servicing, the louver hinges from either side and can 
be removed without involving tools or loose parts. 

Louverlite Slimline is a notable achievement in the design 
of fluorescent lighting elements .-. . 
Smithcraft line 





LIGHTING DIVISION 


CHELSEA 50, MASSACHUSETTS 








"America’s finest fluorescent fixtures”. 
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CRESCENT 


—— eel ASS a Se 


For Lowest. Cost. Underground. Use 


» CRESCENT IMPERVEX TRENCHWIRE provides the LOWEST COST, PERMANENT underground installation 
tor services from power line to meter, for connecting several buildings from the same service, as on FARMS, 
ESTATES and INSTITUTIONS and for STREET, AIRPORT, BALL PARK, DRIVE-IN THEATRES, and other out- 
door lighting and power circuits. Also extensively used by INDUSTRY in ducts for underground power circuits. 


» CONSTRUCTION—The single copper conductor is insulated with IMPERVEX special moisture and heat- 
resisting rubber insulation. A tough NEOPRENE armor sheath is vulcanized over the insulation, protecting it 
from injury during and atter installation. The cable is flame-retard- 
ing and practically UNAFFECTED by water, oil, acid, alkali, sunlight 
and exposure to the earth or weather:—nothing to rot, rust or corrode. 


e EASY INSTALLATION—Two or more IMPERVEX TRENCHWIRES 
are laid together in a narrow trench to form the cable with no addi- 
tional protection normally required. 


e APPROVED—Carries Underwriters’ Laboratories’ Labels as TYPE 
USE—Underground Service Entrance Cable, and conforms to the 
National Electrical Code. 


CRESCENT . e PROVEN—Tens of millions of feet of CRESCENT IMPERVEX 





























wn 
i TRENCHWIRE have been installed over the last seven years under 
IMPERVEX all types of installation conditions, with not one case of failure re- 
TRENCHWIRE vorted— a unique record of dependability! 
| e AVAILABLE FROM STOCK—Electrical wholesalers 
have CRESCENT IMPERVEX TRENCHWIRE in sizes No. 
12 to 4 AWG in stock. Larger sizes available from ware- 
house stocks or the factory. 
° 
tondut ||] |) 
CRESCENT IMPERVEX TRENCHWIRE 

vada eaneeanae BULLETIN No. 451 
giving technical information 








on selection of proper size of 
conductor, etc., will be fur- 
nished on request. 
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HELP ACME ELECTRIC DEALERS 
SELL MORE TRANSFORMERS 


Every Acme Electric advertisement tells prospec- 
tive buyers about the features of design, quality, 
construction and better performance of Acme Elec- 
tric transformers. These advertisements will help 
you sell Acme Electric transformers for new uses, 
in new fields. And its year-round selling, too. Air 
cooled power transformers have no off-season. 
Lighting transformers and sign transformers balance 
sales volume over spring, summer, autumn and 


ACME ELECTRIC CORPORATION 


CUBA, N,Y., U.S.A. 


Aemeit=Fleetric 
VY. Rime BS F. &. Bie tt URS 


679 WATER 5ST. 
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winter selling. The Acme Electric transformer line 
is complete - for year-round profits. 


THE ACME ELECTRIC LINE 
IS HELPING SALES IN ‘49 


Industrial, commercial, residential, manufacturing, 
in every industry, Acme Electric transformers have 
applications. Competitively priced. Profitable dis- 
counts. What lines interest you? 


Luminous Tube Transformers—Fluorescent Lamp 
Ballasts—Cold Cathode Lighting Transformers and 
Ballasts—Mercury Vapor Lighting Transformers— 
Door Bell, Chime and Signaling Transformers— 
Safety Transformers—Voltage Regulating Trans- 
formers—Step Down Transformers—Control Trans- 
formers — Warp-stop Transformers — Air Cooled 
Power Transformers—Battery Chargers. 
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OHTING 


That's the story that answers the trade's demand for in- 
creased sales. Sell ‘‘Lighting Engineered and Designed for 
Selling’’ to get a complete retail store installation .. . your 
assurance of customer satisfaction. It's a story backed by 
over fifty years of leadership in the lighting field. 


Each of these Curtis units fulfills one of the four majér re-/ 


quirements of retail store lighting 


ATTENTION . ./. 
INTEREST .. . DESIRE . . . ACTION. 


Get your share of this tremendous market with/Curtis/. . , 
“Lighting Engineered and Designed for Selling” .. . ae a 


for you and your customers. 
/ 


fj 
j 
_ ie x 
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Silver-mirrored show-window re- 
flectors for incandescent lamps. 
Three types: distributing, semi-concentrating, 
and concentrating. Creates “‘Attraction-Zone”™ 
lighting. Attracts more customers to mer- 
chandise displays. 


“73 IF 


Utilizing one side-prong PAR-38, 150-watt 
projector flood or spot lamp. Adjustable 
from the floor to any angle 0° to 35° from 
vertical and O° to 360° horizontal. Puts 
lighting emphasis where it is wanted. 








> 



























99 
e 
ce) - 
Utilizing the new 75-watt, T-12, 96-inch fluorescent lamp. Fea- 
tures instant storting . . . more lumens per foot of lamp... . 


96-inches of uninterrupted light per luminaire. For general store 
illumination, it literally 


“washes the walls with light’. 





. 66 ~ 

o . 
Utilizing one 40-watt, T-12, 48-inch fluorescent lamp. 
Hluminates shelves, wall cases, etc., also directs some 
of its output to the ceiling where it is diffused into 


the sales area. Mounts to wall as individual unit or 
continuous run. 


URTIS LIGHTING, INC. 
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6135 WEST 65th STREET, 
CHICAGO ,.TORONTO..NEW YORK = 


CHICAGO 38, ILLINOIS 
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WHEN THE PROBLEM IS 
CONTROLLING “JUICE ON THE LOOSE” 


















WITH NEW BRYANT 
3 WIRE GROUNDING CONNECTING DEVICES 
(15 Amperes, 125 Volts) 


Now, in addition to the 5262 three wire duplex grounding outlet — designed for 
grounding exposed metal parts of portable appliances— Bryant presents 
several new devices to round out the line. 


Bryant three wire caps are now available in bakelite and rubber with 
or without cord grips. The grounding blade of these caps is of 
special design and cannot engage the current carrying contacts, 

and being longer, completes grounding before the current carrying 

blades make contact. 

(Bryant Nos. 5263, 5263-1, 5264, 5265, 5274, 5276). 


The Brown Bakelite, Armored Cord Grip, 3 wire cord connector 
bodies for extension cords are now available. 
(Bryant Nos. 5269, 5270). 


A single outlet (Bryant No. 5261) has also been added to 
the line, and this device, together with the duplex outlet, 
can be furnished mounted on 4" metal box covers 


IAN 
Leite ita) 








Bryant No. 5276 Bryant No. 5269 Bryant No. 5274 








(5281—5282). 


Listed as Standard by Underwriters’ Laboratories, Inc. 


THE BRYANT ELECTRIC COMPANY 


Bridgeport 2, Connecticut 

CHICAGO . LOS ANGELES 

SPECIFY BRYANT DEVICES FROM YOUR 
ELECTRICAL WHOLESALER 
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* Commercial 
* Industrial 

* School 

* Trotter 

* Residential 
* Portable 


Cartifaad 
FLEUR“OLIER | 


Fluorescent 


* THE RIGHT, LIGHT FOE 


@SKYLOUVER — available in 2-40W, 3-40W and 4-40W 
Louver or glass bottom. For individual and continuous 
installation, surface or pendant mounting. Exceptionally 
shallow—only 5%”. Hinged Louver or glass panels pro- 
vide easy, low-cost maintenance. Louvers and side panels 
of moulded plastic Polystyrene. Glass bottom panels of 
ribbed Skytex glass. Model No. 1025 2-40W— Model No. 
1035 3-40W—Model No. 1045 4-40W with Louvers... 
Model No. 1026 2-40W—Model No. 1036—3-40W 
Model No. 1046 with Glass. < 
@eTWENTY-TWENTY 2-40W for schools, offices, hos- 
pitals, banks, stores, restaurants, etc. Louver panel in one 
complete section—hinges from either side permitting low- 
cost, easy maintenance. Individual or continuous—pend- 
ant or surface mounting. Safe—all steel construction. 
5 Model No. 2020. 

@ AVAILABLE in two and four light open luminaires, 
surface, and pendant mounted continuous and individual 
installations. Wafer-thin lending to modern streamline 
design. Starters easily accessible for ease of maintenance. 
Incorporates new ELECTRO Speedy Hanger. Model 
No. 1044. 


@COMPLETE LINE OF RECESSED TROFFERS 
regular fluorescent and Slimline (T8 and T12 bulbs), 
20, 30, and 40 watt, one lamp, two lamp, three lamp, and 
four lamp. Open, louvered, and glass bottom. Can be 
mounted overhead, T-bar, and Universal. In line and 
corner spot lite boxes available for all units. Louver and 
glass bottoms hinge downward for ease of maintenance. 
Hangers permit adjustment of fixtures to all types of 
ceilings. 
@COMPLETE INDUSTRIAL LINE including syn- 
thetic and porcelain enamel open and closed end re- 
flectors. Available in two and three lamp 40 watt and two 
lamp 85 watt; four foot and eight foot sections. Also 
Slimline Industrials and Instant-Start Fluorescents. 


i=” ELECTRO’S LIGHTING ENGINEERS ARE ALWAYS AT YOUR SERVICE 





ELECTRO MANUFACTURING CORPORATION 


2000 W. Fulton St. * Chicago 12 
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Announcing 


New. Appealing in design and price. » i 
Etched shades with cut decoration. 
Sparkling glass stem-ornament and 
pendant teardrop. Top flare pierced for 
extra teardrops if added sparkle desired. 
Metal is Colonial brass 

No. V-2405 

(18’’ spread) —5 light 
No. V-2403 

(14’’ spread) —3 light 





Compact ceiling light. 


Lovely cut design in distinctive traditional touch. And thanks 


etched glass. Brass 


canopy. 712” spread ' to Virden designing skill and mass 


No. V-2293 


A smaller unit in 
cut glass and 
Colonial brass. 
5)” spread 
No. V-292-C 





Hall light. Colonial 

<4 brass trim, etched 
bowl with cut 
design. 7” spread 
No. V-2841 





John C. Virden Company - Cleveland, Ghio 





New and aftrac- 
tively priced. Cut 
<4 glass and Colonial 
brass. Truly tradi- 
tional. Extension 6” 


/hey’re lovely to look at. They're 
brand new—not in our catalog. And 
your customers will love the prices. For 


dining room, or living room they add that 


production know-how, they offer 


extra value ... Virden value. 


Shown here also are related units 


from our catalog which fit other home 





needs. Ask your Virden wholesaler. 
Coach lantern. Spun cop- 
per, for outdoor use. 
Finished in black or 
brass. 16” depth. 











IP 


\\ ViRDEN VALUE / 
Les 8 ad 
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@ thé CHAMPION 
| INFRA-RED LAMP 


the answer 
to your 
problems 
.... 


4 








in these 


CHAMPION 


INFRA-RED 
LAMPS 


This advertisement will be 
seen by every customer and 
prospect in your territory. It 
is appearing, now, in: 


Factory Management and 
Maintenance 

Modern Industry 

Mill & Factory 

Purchasing 

Industriat Equipment News 

Electrical World 





Electrical Construction and 
Maintenance 





Electrical Equipment 
CHAMPION Infra-Red Lamps (250 watt and 375 watt) offer you 


os . Illuminating Engineerin 
potent advantages in the way of super-efficient radiant heat — fast, safe, g Eng g 


flexible, clean, compact New England Electrical News 
CHAMPION Infra-Red Lamps have bui/t-in aluminized reflectors. Their 

special skirted screw bases are mechanically clamped to stay put regardless Cash in on this profitable, re- 

of heat intensity or length of duty. peat business. 


For complete information on this remarkable lamp and how it can 
save space, time and money for you get in touch with the Champion in- 


CHAMPION Lamps mean 











dustrial or electrical supplier in your town. He is backed by Champion's new lamp accounts, new lamp 
own field staff of trained lamp application experts, readily at hand and profits for you. Let us tell you 
at your command. Or write to why. 
o> 
7 ® oa . bd en’ 7 
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“But you can’t buy 
that kind of a motor... 








¢ How many times have you heard somebody 
that ought to know better say something 
like that about motors, pumps, compressors or 
what-have-you? And how many times have you heard 
somebody else say, “Oh yes you can! I saw just what we need 
in Blank Company’s ad yesterday.” 
Advertising pages in this magazine are packed with 
news about your business. They contain information 
about products and services designed to help you 
do your job quicker, better and cheaper. 
To be well-informed about the latest developments 
in your business, your industry . .. and to stay 


well-informed ... read all the ads too. 


; McGRAW-HILL 
PUBLICATIONS 
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DIRECT BURIAL...DUCT SYSTEM 
.. AERIAL INSTALLATIONS 


that are 
More Flexible . . . Lighter . . .. Longer Lasting . . . Easier to Handle 
— at substantial savings in cost! 


Here’s what Triangle’s ‘‘Trioprene"’ special cable means to you: 





Greater Flexibility. No metal tapes, no lead sheath, no confining 
braid — just f-l-e-x-i-b-l-e rubber insulation, f-l-e-x-i-b-l-e ‘‘Trioprene” 
jacket! 


Smaller Diameter. Elimination of customary layers of tape, braid 
and armor saves space — with no sacrifice of protection! 


Lighter Weight. The only metal is the copper conductor . . . weight 
is cut to the bone! 


Non Magnetic. No steel! is used in ‘‘Trioprene”. jacketed cables. 


>rrr Pp 


Easier Handling — Easier Splicing. You don't have to wrestle 
with “Trioprene"’ cables! Because they are lighter, smaller, more flexible 
— they handle as easily as building wire. 


...and in addition... 





» 


Lower Cost. Where economy must be achieved with no sacrifice of 
quality, compare the cost of the cable, the freight, the labor for installing 
— then “‘Trioprene"’ jacketed cables are the answer! 


For EXTRA quality — at NO extra cost — insist on “TRIOPRENE”! 






If It's ‘‘Trioprene’’ It’s Made by Triangle... 
If It's Made by Triangle IT MUST BE RIGHT! 
For full information, contact your nearest Triangle distributor or representative, or write 


NL ; ‘y, t \ 


1902 Jersey Avenue * New Brunswick, N. J. 













8 


“GLAZON” BUILDING WIRE + BARE WIRE » ARMORED CABLE * “GLAZON” TRIEX NON-METALLIC 
SHEATHED CABLE : SERVICE ENTRANCE, SERVICE DROP, VARNISHED CAMBRIC BRAIDED OR 
LEADED, TRIOPRENE TRENCH, POWER AND PARKWAY CABLES + RIGID CONDUIT HOT-DIPPED 
ELECTRIC METALLIC THIN WALL CONDUIT : FLEXIBLE STEEL CONDUIT 


IT MUST BE RIGHT £ ocaiyayiep 
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TEAMED UP FOR PROFITS =YOU AND 
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Pe Were’s wHat WE are boinc 
to tet. YOUR story to 


YOUR customers: 


Mr. Distributor, here’s one advertisement of a current series addressed 
to Electrical Contractors and Maintenance Men. This series tells top- 
ranking customers that Distributors render a multitude of services. 
U.S. Rubber Distributors carry the right kind of products—deliver at 
the right time. 

Your customers know that when you are teamed up with the U.S. 
Salesman, you are equipped to give them better service. They know you and 
the U.S. Salesman believe in helping the customer in dozens of unusual 
ways, that you do not believe service should stop when the sale is made. 
“U.S.” tells your customers about the quality of the products you 
a ~ carry ... products that are beyond competition. These include Laytex RU 
ory and RUW small diameter building wires, Royal Master Portable Cords 
= and the Neoprene-jacketed Service Entrance Cables... just a few of 

<= the many “U.S.” products with unique selling points. 
Get a bigger share of wire business—become a U.S. Rubber Dis- 
tributor. Write today to Electrical Wire and Cable Department, United 
aS States Rubber Company, Rockefeller Center, New York 20, N. Y. 


U.S. ELECTRICAL WIRES AND CABLES FOR EVERY PURPOSE 
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UNITED STATES 
RUBBER COMPANY 
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.-- perfect lighting for 


modern merchandising! 


weal T 
KENT-MOORE 





What a difference VAL-LITES make in modern retail store 
lighting! First, they’re good looking fixtures . . . smartly 
styled as attractive “tailored” valances that provide radiant 
diffused illumination all around the wall sales area. Second, 
VAL-LITE’S distribution of candlepower has been engi- 
neered to create distinctively lighted displays that drama- 
tize merchandise, catch and hold customer attention. And 
finally, with easy-to-change, easy-to-read individual letters, 
VAL-LITES permit effective “point-of-purchase” advertising and pro- 
vide efficient means of department identification to direct store traffic. 





So next time you’re planning a retail store lighting system, emphasize 
“sales appeal” with Kent-Moore VAL-LITES. Quickly, easily installed 
in either single or multiple unit application. Available in models for 
two or four 40-watt fluorescent lamps. Sturdily built, union made, 
approved by Underwriters’. Write for complete details today. 


RGANIZATION, 








Candlepower Distribution Chart for 


VAL-LITE Model J-1817 equipped GENERAL MOTORS BUILDING ° DETROIT 2, MICHIGAN 
with four 40-watt fluorescent lamps. 





Kent-Moore VAL-LITES are a ‘natural’ for super markets. Brand names stand out against VAL-LITE backlighting This automobile dealer increased mechanic efficiency by 
Merchandise sparkles, and customers can find it fast. while appliances below make a ‘‘buy-appealing” display. lighting and labeling his service department car stalls. 
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\ACCURATE_ 


ERICTION 
TAPE 


profitable sales! § y/ 


When you stock ACCURATE you're in the tape business 
with a complete line of branded, nationally-advertised 
tapes for every electrical need. Friction or rubber, the 
Accurate name is popular with electrical men every- 
where. They prefer Accurate Tapes because they are non- 
ravelling, tear off clean and exceed ASTM standards. 
Guaranteed footage in every roll, too! Make ACCU- 
RATE your tape department. Display it in rolls, cartons 
or tins. You'll find it sells! 


WRITE FOR NEW CATALOG... 


The big new ACCURATE catalog includes data 
and specifications on all the tapes you need for 
a complete tape department. Accurate set up 
boxes and packaging are fully illustrated. Along 
with your copy will be the name of the Accurate 
sales representative in your territory. Call o1 
write today for the complete Accurate Tape story 


MAKING TAPES EXCLUSIVELY 





\« + Pala . . S 
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ALL-STEEL EQUIPMENT Inc¢.—so0 Kensington Ave., Aurora, Illinois 
"A BOX FOR EVERY NEED” 
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SERVICE ENTRANCE CABLE CAP 











ENGINEERED 


cB 
At 
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yA 
[J 
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*Z 
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Takes 3 No. 6 


PATENTED 











a 
© or 3No.8 Wires 
U it’s actually raintight 
Ni it requires no threading of wires 
j it’s rustless aluminum— die cast 
because 
Q it has just two parts 
U it installs with only one screw 
f it has installing directions permanently cast in 
o New THE THOMAS & BETTS CO. ‘ 
ps \ B {So 
INCORPORATED RAND 


Ney, 
ELIZABETH 1, NEW JERSEY D 





Watertight Box Connectors 
for outdoor meters No. 3300 Series Connectors 
No. 2100 and 2300 Series 


for indoor meters 
T&B PRODUCTS SOLD ONLY THROUGH THE T&B ELECTRICAL WHOLESALER 
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CHRISTMASSLIGHTING 







ha <*> @.\ Se ee 


CHRISTMAS,SALES 


“ROYALITE”’ 
BUBBLING TREE 
22” high! 11 spark- 
ling Royalites! 
Flame - resistant 
GREEN or WHITE 
visca. Packed with 1 

extra lamp. 










aut O84 Rifun 
ag * >> 
* Guaranteed by * 
Good Housekeeping 
* 


* 
at 
C7 4S apventiseo WE 
























“ROYALITE’ BUBBLING LAMPS 
9-lite miniature series set, in full- 
color display packages. Replacement 
lamps packed in corrugated sleeves. 








“ROYALITE” CANDLES 


A complete range of candle sets, ; 
with and without halos. ies 


Me) 


* 





“ROYALITE”’ TREE SETS 
Indoor and outdoor sets, 
featuring new full-color 
display packaging. 


























A COMPLETE LINE ... A QUALITY LINE 
GENERAL ELECTRIC LAMPS USED EXCLUSIVELY 





ROYAL WREATHS 


Of sparkling 
red cellophane. 


Se RON 


WHRU THE WHOLESALER 


ROYAL ELECTRIC CO. INC. © PAWTUCKET, RHODE 1s AND 


Sop SERS So Sia ash 29 
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RoMarine - RoPrene ana 
RoZone’- RoPrene 


FOR AIRPORT WIRING 
—r— F,-* 























| The Cables Approved by Civil Aeronautics 
Administration under Specification L-824 
Type A—Style RR » Type B—Style ROR 


* TRADEMARK REGISTERED 


These cables are now listed by CAA in its "List of Approved Airport 
Lighting Equipment” as complying in all respects to CAA standards 
for undergroundelectrical cables for airport lighting circuits. RoMarine- 
RoPrene is approved as Type A—Style RR for 600, 3000, and 5000 volts, 
while RoZone-RoPrene is approved as Type B—Style ROR for 3000 and 
5000 volt service. Approval covers single and multiple conductor 
constructions in all sizes described by Specification L-824. 

An announced airport building and improvement program involving 
close to a billion dollars, means real business for electrical wholesaler oe ce 
and contractor, alike. Get in on the ground floor .. . get your share of 600, 3000 and 5000 
this business with RoMarine-RoPrene and RoZone-RoPrene... the first a 


cables to be approved by CAA for airport lighting and control circuits. 


WRITE FOR DESCRIPTIVE SPECIFICATIONS RR-1 AND RO-4. 


ND 
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WHEN YOU SELL 
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SECURITY 
FRICTION TAPE 


a 
amnan 
U WHE Qidiee ef LOMpany 













YOU KEEP YOUR 


CUSTOMERS HAPPY! 


Electrical contractors like Security Friction Tape. 
They like it because it’s safe—because it stands up 
perfectly on the toughest iobs. 

This electrical and general purpose tape has no 
pinholes—does not unravel when unwound from 
the roll—tears straight. It has high tensile strength 
and is highly di-electric. Furthermore—it has a 
strong, rubbery adhesive that really sticks and holds. 


How is your stock of Security? 


A QUALITY 
PRODUCT OF 


TAPE DEPARTMENT 
U. S. RUBBER BLDG., ROCKEFELLER CENTER, NEW YORK 20, N. Y. 


ELECTRICAL WHOLESALING—September, 1949 









UNITED STATES 
RUBBER COMPANY 























REA APPROVED 


The Illinois No. 1937 Wireholder has been approved by Technical 
Standards Committee “A”, U.S. Department of Agriculture, Rural 
Electrification Administration, for use on REA financed systems. 


TENSILE STRENGTH TEST DATA: 


The following results were obtained by applying a pull to a num- 
ber of No. 1937 reinforced wireholder test specimens to determine 
the maximum, minimum and average force exerted before failure: 


Mounted 45° to Line of Pull 
Maximum—2200 Ibs. 
Minimum — 1700 Ibs. 
Average — 1825 lbs. 


Vertical Position 
Maximum—2400 Ibs. 
Minimum — 2000 Ibs. 
Average — 2250 Ibs. 


ILLINOIS 


ELECTRIC PORCELAIN CO. 
MACOMB, ILLINOIS 
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© ALL Illinois wireholder insulators 
™) are uniformly made to exact 
|) specifications in sufficient styles 
se and sizes to meet any require- 
a ment. Smooth, rounded surfaces 
= protect wire insulation—deep, 
> sharp screw threads assure easy 
= and firm installation. 










For High Mechanical and Dielec- 
tric Strength, Exact Dimensions 
and Complete Uniformity, Always 
Specify Illinois. 
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Cross Section 
Showing 
Indentations. 












Here is your chance to get a free Briegel Indenter — the tool 
that saves more time installing thin wall tubing than anything 
else on the market. This Special Package Offer is made up 
of 400 1/2” Briegel Connectors and 200 1/2” Briegel 
Couplings — enough to wire three average six room houses 
— and One Original Briegel Indenter all for the price of 
the fittings alone. 


Insist on Briegel All-Steel Approved Couplings and Con- 


The Briege! Method of installing thin wall is not only nectors. These are the Original Labor-Saving Indenter 
faster and less expensive but also neater in appear- 


ance and more permanent. Type Fittings used by contractors for over 15 years. 


OnICOLL 3" 


GALVA * ILLINOIS 


Cash in on this free offer while it lasts. Save time 
and save money on your original purchase 
and on the job with Briegel Fittings! 





This offer available at all 
leading wholesalers. 






All B-M Fittings Carry the 
Underwriters’ Seal of 
Approval 


This offer subject to 
withdrawal without notice 
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the modern 
“fuse box”’ 


is now... 


THAT’S RIGHT! When short circuits or dangerous over- 
loads occur, the Thermal-Magnetic action of the ( THERMAG 
Circuit Breaker Load Center instantly and automatically opens the 
circuit and trips the circuit breaker handle to “off” position. 
Then, safely and conveniently, a simple flip of the handle to “on” 
position restores the circuit to normal operation. And there is 
nothing to replace! 


On harmless momentary overload, the thermal action of the 
individual circuit breaker maintains the circuit without needless 
interruption of service. 


In cases of smaller capacity requirements, the new @ JUNIOR 
Circuit Breaker Load Center provides automatic protection for 
small residences, garages, stores, etc. 


For more information, consult your @ Representative (he’s 
listed in Sweet’s) or write for Bulletins No. 202 and 203. 


Branko ot dam oh leetrie Co. 


St. [ones ie. SS OUSS 
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And Remember — They’re 0. K. If They’re O. 2. 


CONDUIT FITTINGS + CABLE TERMINATORS + CAST IRON BOXES 
GROUNDING DEVICES + SOLDERLESS CONNECTORS + POWER CONNECTORS 
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National Electrical Code para- 
graph 3014 specifies intervals 
at which cable supports must 
be used in vertical raceways. 











ELECTRICAL 
MANUFACTURING 


* COMPANY, INC. 


262 BOND STREET - BROOKLYN 2,N. Y. 
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Pe Your Central Conduit Distributor 
= Sa dependable source 
a, of supply BO) 9 










CEMLACO © het dipped getvenited end lecquered Anish ineute ond owt 
SPANG-CHALFANT fi 0) a 
Division of The Natene! Suppty Compeny sis \e i ) 
General Seles Office Groat Buiiding. Pittburgh. Pe mesons ‘ 
Diswict Offices end Seles Representatives im Principet Cities CENTRAL WHITE ctecne-geivenized eutside ond black enemeled inside 








CEMTRAL BLACK permanent beted on 








This is one of a series of Spang ads which are appearing 
regularly in: ELECTRICAL CONSTRUCTION AND MaAIN- 
TENANCE; ELECTRICAL WEST; and ELECTRICAL WORLD 


We will continue to back up your own 


sales efforts in two ways. 


By continuing to advertise Central Rigid Steel Con- 
duit in leading trade papers read by your customers. 
These ads will sell your services and tell about your efforts 


to fairly divide your supply of conduit. 


And by continuing, as we have in the past, to make Cenlaco, Central 


Black and Central White electrical raceways of unexcelled quality. 


SPANG-CHALFANT 


Division of The National Supply Company 
GENERAL SALES OFFICE: GRANT BLDG., PITTSBURGH, PA. 


District Offices and Sales Representatives in Principal Cities 
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BOXES AND FITTINGS 
ARE 


STEEL CITY’S BABIES 


Steel City Electric Company has no divided 
interests. Its ‘babies’ are Switch Boxes, Out- 
let Boxes. Covers and Conduit Fittings. It 1s 
the only recognized manufacturing concern 
that specializes exclusively in these lines. 
Down through the years, since 1904, it has 
made a continuous study of contractors’ re- 
quirements and has developed and produced a 
line of products that saves installation time 
and does a better job. 


For thts reason, more and more con- 
tractors are specifying ‘Steel City” 
. . They have learned that... 


STEEL CITY ELECTRIC COMPANY 


1207 COLUMBUS AVENUE 








PITTSBURGH, (IZ2)/PENNA 
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>< vv provides harmonious matched appearance throughout — 


™ 


’ makes possible limitless pattern designs --—— 


the revolutionary 
new idea in lighting 








REG. U S. PAT OFFICE 

















ve mixes many light sources in one uniform system — 


the custom-fitting 
lighting system 


- vv features equal low brightness throughout —-——— 


qa ® ehbay 
os 


By Write today for free 20-page 
MODULE brochure which 


gives every detail of this ex 


citing new lighting develop- 
ment. Use coupon below. 


i 
MITCHELL MANUFACTURING COMPANY 
2525 Clybourn Avenue, Chicago 14, Illinois 


Send full details on MITCHELL MODULE 
Firm Name... 


Address 








| es hundred field correspondents ferret out, 
spade up, shoot in stories from all over the world 
of industry. Two hundred editors, bristling with 


Ay! Ph.D.’s and practical engineering and scientific 
E \) N Dp knowledge, cull and correct and explain and exnound 





That’s McGraw-Hill. 
It takes a huge staff like this to keep abreast cf 
events and developments in such a giant sphere as 


D American industry. And the vote of thousands upon 
F\ thousands of regular readers of McGraw-Hill 
ps publications seems to be: McGraw-Hill has 
\\ what it takes to get the facts — fast. 
To be well versed in the latest developments 
S in your industry, be a cover-to-cover McGraw-Hill 
FA reader. Editors and advertisers collaborate to make 
q \\ your job easier. The advertising pages of all 
McGraw-Hill publications are packed with news- 


worthy information .. . the latest news on products 
and services that contribute to profits. 


(Cen. 
/ t Ta 





McGRAW-HILL “#5 gg} 


Publishing Company, Inc., 330 West 42nd Street, New York 18, N. Y. 


The McGraw-Hill Network of Industrial Communication: American Machinist - Air Transport *« Aviation « Aviation News e« Bus 
Transportation + Business Week + Coal Age « Chemical Engineering « Construction Methods « Electrical Contracting « Electrical 
Merchandising «+ Electrical West + Electrical Wholesaling + Electrical World + Electronics + Engineering & Mining Journal e 
E. & M. J. Metal and Mineral Markets + Engineering News-Record + Factory Management & Maintenance « Food Industries « McGraw- 
Hill Digest +» Mill Supplies « Power + Product Engineering + Science Illustrated e Textile World « The Welding Engineer. 
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ELECTRICAL WHOLESALERS 





This message will also appear in a broad list of publications that are 
read by the men you seek to influence . . . your prospective customers 


NS 
=e 





Slotted BullDog Universal Trol-E-Duct both supports and 
supplies current to these fluorescent lighting fixtures. BullDog 
manufactures Vacu-Break Safety Switches * SafToFuse Panel- 
boards * Superba and Rocker Type Panelboards * Switch- 
boards * Circuit Master Breakers * ‘‘Lo-X'' Feeder BUStribution 
Duct * “Plug-In'’ BUStribution Duct * Universal Trol-E-Duct 
for flexible lighting * Industrial Trol-E-Duct for portable 
tools, cranes, hoists. 


Spot your lighting with a slot 


IRED of rewiring the whole plant every time you 
move or add a lighting fixture? 


Let the continuous outlet slot of BullDog Universal 
Trol-E-Duct spot your lighting fixtures where you 
want them. 


Universal Trol-E-Duct gives truly flexible lighting. 
Trol-E-Duct’s slot makes it possible to-add, remove or 
change lighting fixtures at will... without rewiring. 


Twist-out plugs or trolleys tap current from the 
slotted opening which runs the full length of the 





For a mobile light source, use a 
trolley outlet. Easily inserted at a 
Trolley Entrance Coupling. Metal 
wheels roll smoothly astride duct 
slot. Contacts are in constant touch 
with bus bars as trolley moves. 


Inserting a twist-out plug in Uni- 
versal Trol-E-Duct is easy! Simply 
insert plug contacts in slotted 
opening of duct and give plug a 
quarter-turn. “‘L'’ supports lock 
plug firmly in place. 
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Trol-E-Duct. They can be quickly attached or 
removed without disconnecting the current. 


Prefabricated and standardized, Universal Trol-E- 
Duct is made in lengths from one to ten feet. It can 
be dismantled and reinstalled at time, without 
scrapping a single part. Systems can be easily ex- 
panded by adding standard and 
Capacity: 50 Amps., 250 Volts, Single Phase. 


any 


sections fittings. 


Call in your BullDog Field Engineer for more infor- 
mation on this modern lighting system. He will be 
glad to show you a typical installation nearby. 


BulliDog Field Engineers welcome the opportunity 
to sit in with you during the early planning stages 
of a building project. Their knowledge of electrical 
distribution layout can mean savings in installation 
costs, as well as efficiency and reliability in actual 
operation. Why not take advantage of this service? 


BULLDOG ELECTRIC PRODUCTS COMPANY 
DETROIT 32, MICHIGAN * FIELD OFFICES IN ALL PRINCIPAL CITIES 


IN CANADA: BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., TORONTO 


BULLDOG 


HEADQUARTERS FOR ELECTRICAL DISTRIBUTION 
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IM LIGHTING EQUIPHENT, 


T00~- 


QUA 


A customer might buy a lighting unit once because 
of price, but to maintain a high volume of sales— 
Quality plus Value must be there! REVERE qual- 
ity has not only remained consistently high, but has 
been constantly improved. In a competitive market, 
real values become apparent. Then, more than 
ever, the reputation of the maker is of supreme 





ity VA 






LUE 
VOLUME/ 


REVERE Lighting Equipment has become the 
standard for comparison with quality buyers every- 
where. The name, REVERE, stands for engineer- 
ing skill, careful and efficient design, and skilled 
craftsmanship. Progressive ideas and improve- 
ments have made it a leader in the lighting equip- 
ment field. 








importance. 







AREA LIGHT WITH’ TOP 
FLOOD CLUSTER—Fitter per- 
mits mounting | to 5 top floods 
(150 or 300—500 Watt) in at- 
tractive combinations. All alu- 
minum or porcelain enamel in 
colors 


ANN AULT 


REVERE 
PYLON-LITE 


A beckoning beacon consist- 
ing of an 8" glass column 
housing 6 instant-start fluores- 
cent lamps . . . draws trade 
irresistibly! Available with or 
without top floods for outdoor 
theaters, gas stations, race 
tracks, estates, etc. Standards, 
too, are made with air and 
water facilities; also with Reel- 
Wells 





WALL TYPE 
PYLON-LITE 


Highly decorative and functional 
for illuminating building entrances 
and many other applications. 


Patents Allowed and Patents Pend. 


REVERE 


6011 BROADWAY 
AND OoOuTDOOR 





INDOOR 
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LIGHTING 


“a 





THE ONLY COMPLETE LINE 


SERVICE STATION @ AIRPORT @ SPORTS 
MARINE and INDUSTRIAL LIGHTING EQUIPMENT 





LONG RANGE FLOODLIGHT 
The REVERE "2,000" Line of 18'' and 20" 


Rear Service Floods meets the need of 
nighttime sports such as baseball and foot- 
ball fields, golf driving ranges, etc. Re- 
flector housing is hinged together and 
clamped tight with spring latches, so that 
unit can be opened for easy service. Sights 
are provided for adjusting lights exactly 
where needed. 











~ 






‘ TRIANGULAR — 

: The ‘corner loca- 

- tion’ flood that 
] “ae é 

eliminates spill 

—_- __- ey Night onto neigh- 

¢ boring property. 


750 — 1000 — 1500 
Watt 


; 





"Ultra-High Intensity 
Runway Marker — 
originated by RE- 
VERE engineers as 
the best way to 
provide adequate 
} lighting for safe 
No. 4200—Enclosed Flood landing of aircraft 
—750—1000—1500 Watt. 
Unit has rotation feature 
with degree markings. 


| Water Tight arcs 


CATALOG 


under poor visi- 


bility 








REVERE Enclosed Floodlights are subjected to a 
“rain test to make sure that they are absolutely 
weatherproof, and dust-tight. REVERE floods are 


easy to wire, install and maintain. 


MFG. 


CHICAGO 40, ILL. 
TO Seereve 





EQUIPMENT EVERY NEED 
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~ hecause It’s Blackburn-Built! 

















Completely Covered, 
Molecularly Bonded, 

to Insure Dependable, 
Permanent Grounding 


Note uniform copper 
covering, molecularly 


bonded to steel. Cross 


qi A stronger, more rigid rod for better driving. 
Made with stronger, stiffer steel core, having 
a higher carbon content than any other rod. 


section of copper is 


greater than No. 4 wire. 


(2) Completely covered, including top and bot- 
tom, to fully protect steel core. Has a heavy, 
non-porous and uniform covering of pure cop- 
per, which is thoroughly bonded to the steel 
core, and will not peel off when driven. 


Jasper Blackburn 
Products Corp. 


First, Madison and Clinton Sts. 
ST. LOUIS 6, MISSOURI 






& Rolled finish produces hard, scar-resistant 
surface. 


Mail Coupon Now for Sample Section 


4 ) Fully approved by REA. 


JASPER BLACKBURN PRODUCTS CORP., 
First, Madison & Clinton Sts. ¢ St. Louis 6, Mo. 


Send me, without obligation, a sample section of your Blackburn 
Copper-Clad Ground Rod, prices, and name of nearest jobber. 


6 Now available for prompt delivery. Made in 
sizes Y2 x 8, %.x 10, % x8, % x10, % x 10. 


a eee 


Firm Name____ 


Address____ 





6 } Backed by Blackourn's reputation for quality. 





STITT 


September, 1949—ELECTRICAL WHOLESALING 49 


Cael 
sees 
came 
cael 
es 
Rn 
ear 
nil 
res 
Reese, 
sees 
BUILDERS OF QUALITY PRODUCTS FOR 15 YEARS r 











HERE'S THE STORY! By carrying only a small stock 
of standard parts, you can offer a complete line of 
Plug-In Distribution Panelboards! They can be assem- 
bled with any desired combination of fusible switches 
in a few minutes. No more waiting for factory assem- 
blies. And on top of that, the Federal Noark Flexunit 
Plug-In Distribution Panelboard gives you a bigger 
margin of profit, yet costs the user less! 

Four standardized surface cabinets in two sizes of 
main lugs (200 and 400 ampere), provide for a maxi- 
mum of: 


* Twenty-four 30 ampere, 3 pole, 230 volt or sixteen 


50 


@ 


Now you can get into the profitable distribution 
panelboard business . . . with the new, exclusive 


Federal Noark Flexunit Plug-In Distribution Panelboard 


60 ampere, 3 pole, 230 volt branches in a panelboard 
for 230 volt service. 

* Lesser combinations of 30, 60, 100, 200 ampere, 230 
volt units may be assembled in a Flexunit Plug-In Dis- 
tribution Panelboard. 

* Filler plates to cover unused spaces are available in 
four sizes. 

Mail coupon on the opposite page today for complete 
information about Federal Noark Flexunit Plug-In 
Distribution Panelboards and a suggested stock list 
showing how little it costs to set up this highly profit- 
able line. Federal Electric Products Company, 50 Paris 
Street, Newark 5, New Jersey. 
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Federal Noark chassis has 

three silver-plated copper bus 

bars, of 200 or 400 ampere 
rating, arranged on edge to re- 
ceive the plug-in units. Spacing 
—_ for 575 volts! Neutral pro- 
vides for 3 phase, 4 wire; and 
single phase, 3 wire services. 





are two plug-in Flexunits. Un- 

used space can be covered 
with filler plates giving a dead 
front panel when the panelboard 
is completed. Then additional 
Flexunits can be added simply, 
easily, as needed. 


4 Here, mounted in the chassis 





™y All essential elements of the new 
| Plug-In Distribution Panelboard 
have been proved through years of 
outstanding service. The plug-in stabs 
are a well-known feature of both Fed- 
eral Noark Bus Duct and Control Cen- 
ter plug-in units. The Wurdack pull 
switch units are recognized as stand- 
ard, everywhere! Get the complete 
facts. Mail the coupon, right now! 








are complete with fusible pull 

switches. They are available 
with twin 30, twin 60, 30-60, twin 
100 and single 200 ampere switches 
for 230 volts A.C. Plug-in stabs 
have proved their value in Federal 
Bus Duct and Control Centers. 


? The rugged plug-in Flexunits 





in place. When secured by 

screws, the popular Wurdack 
pull switch units are ready to op- 
erate with a simple pull, turn and 
push. Designed for absolutely pos- 
itive action, they clearly indicate 
“On” and “Off” positions. 


3 Snap! . . . and the Flexunit is 








available when chassis is 

mounted in the box. At the 
top are the neutral bar and ter- 
minals so that panel can be used 
on the increasingly popular three 
phase, 4 wire service, as well as 
on single phase, 3 wire service. 


5 Note the ample gutter space 


gested stock list. 
My name 
Company name 
Address 


City 


The completed Federal Noark 

Plug-In Distribution Panel- 
\/ board assembled with twin 
30, twin 60 and twin 100 ampere 
fusible Flexunits and narrow filler 
unit at top. Both box and trim are 
code gauge steel, complete with 
standard hardware. 


ee fee 


Federal Electric Products Company, 

50 Paris Street, Newark 5, New Jersey 

Gentlemen: Please send me full data and prices on the Federal 
Noark Flexunit Plug-In Distribution Panelboard ... also a sug- 


Zone State 


iceiesinnasiananonnemaaniniadidinanineimemaainsil 


FEDERAL ~ 


FLEXUNIT PLUG-IN DISTRIBUTION PANELBOARDS 


Complete line of Federal Electric Products includes Motor Controls, Safety Switches, Service Equipment, 
Circuit Breakers, Panelboards, Switchboards, Control Centers, Bus Duct * Sales offices in principal cities, 
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a specific job—that’s the new 


material for ble drafting room. 


for a productive, profita 
right choices every 
r-made ideas right © 
Ives. Look them over fo 


A specific wiring 
idea in planning 
To help you make the 


picked five tailo 
s she 


step of the way— 

ff your General 
1 help in 

we've Leo 

Electric distributor’ 

your planning job. 











T-UNDERFLOOR WIRING is the ideal system for this kind of 
equipment. G-E Fiberduct raceways or Q-Floor Wiring 
provide for outlets in the floor practically anywhere, any 
time they’re needed. As room arrangement is changed—as 
desks are moved—as electrical appliances are added—out- 
lets can be moved or added, too, in a matter of minutes. 
For a drafting room that keeps pace with the times, give 
# flexibility with G-E Fiberduct or Q-Floor Wiring. 


2.MERCURY SWITCHES are General Electric’s silent switches 
you've heard so much about. They’re made for spots where 
people constantly flip lights ON and Orr. After years of 
operation, they keep on doing their job well. A pool of 
mercury flows from the open to closed position silently— 
with no apparent friction or wear. G-E mercury switches 
fit wherever standard switches fit—carry a full 10-ampere 
rating. 


*Trade-mark Reg. U.S. Pat. Off 











| Here’s how 


we're telling your customers 
about the complete 








S-TYPE TW WIRE. Here’s another good bet for the installa- 
tion that’s going to stay modern in the years ahead 
Small-diameter, long-life General Electric Type TW wire 
conserves space in conduit—leaves room for additional 
wiring later on, without additional raceways. This smooth, 
thermoplastic wire is an installation-timesaver, too, be- 
cause it pulls through conduit easily—makes cutting and 
stripping a fast operation. 


“CONDUIT, of course, should be General Electric White— 
the rigid conduit that’s hot-dip galvanized to stand up 
through the years. Wherever installation plans call for long 
life and low maintenance costs, specify G-E White. 


> -HEAT-RESISTANT Deltabeston* fixture wires are a “must” 
in a location like this. Where lamps burn continuously, 
heat-beating Deltabeston wires are a wise precaution. Make 
sure they’re part of every fixture you buy. And, to make 
your fluorescent installation complete, specify G-E Watch 
Dog* starters. They automatically cut out blinking lamps 
—keep lighting continuous and even. 


Why not get the habit of looking to your General Electrc distributor 
for ideas and advice—as well as for wiring materials? He has a full 
line of materials to choose from—and a wide range of experience 
he'll gladly share with you. Contact him for information—or write to 
Section K16-926, Construction Materials Department, General Electric 
Company, Bridgeport 2, Connecticut. 


GENERAL @@ ELECTRIC 
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1940-1950—-The Lighting Sales Front— 
Back in 1940, when the First National Lighting 
IN PRINT was announced some lamp and lighting equipment 


Show 


manufacturers had barely become conscious of the fact that 
the then rather new light source, the fluorescent tube, had 
pitched the industry headlong into a revolution of fixture de 
sign, of light intensity standards, of popular concepts of what 
constitutes good or bad artificial light. 

Many wholesalers were slow to recognize that with this 
new light source had come the opportunity to make lighting 
sales really big business. They did not realize that the advent 
of a new light source with so drastically different physical 
characteristics, when compared to incandescent bulbs, and with 
such high degree of efficiency, had made a great portion of then 
existing lighting installations instantly obsolete. They realized 
less, that in that obsolescence factor was found not only a 
most powerful sales argument but that in selling any multiple 
installation of the new light, the need for rewiring would 
ilmost automatically become obvious. Thus orders for propor 
tionate quantities of wiring supplies, panelboards, switches, 
would follow as an important by-product of a lighting fixture 
sale 
In the years that followed, wholesalers have realized more 
than ever before that no single group of products they sell 
accounts for so large a slice of their total sales as that of 
Also, more than ever before 
have they learned that few if any other lines hold as high 
potentials for net profit 


lamps and lighting equipment 


While our country prosecuted its National Defense program. 
and during the war years, the lighting products industry grew 
to never-dreamed-of heights of importance and sales volume 
It emerged from the war with much of the business world of 


I 


the nation ready to “go fluorescent,” because fluorescent in 
stallations in war plants and office buildings had demon 
strated to all who worked there that more light, better seeing, 
made work easier, more accurate and speeded production 

The first three post-war years were lush ones for everybody, 
in the industry, from manufacturer through wholesaler to con- 
tractors and lighting specialty dealers. 


{ Those were years 
when it was less a matter of selling and mostly a problem of 
vhat you could get delivery on and that picture did not 


hange until the middle of 1948. 


NOW—In 1949-50 \ radically different state of affairs 
exists as this, the 10th National Lighting Show IN PRINT 
issue is made ready for the presses) Many new manufacturers 
vho thought they saw in the lighting field a quick road t 
riches, found the riches only in experience and closed shop for 
lack of cash. The old established manufacturers and som 
newcomers are fighting a stiff competitive battle to consolidate 
their position and build a sound stable market for their 
products 

At the receiving end of all those manufacturers’ majo1 


sales efforts stand the wholesalers whose job it is to see that 
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enough lighting fixtures are sold to final users to keep the 
Remembering that in 1948 the manu 
facturers’ sales volume was approximately $500 million, it looks 


production lines moving 


as if the wholesalers had a real job of selling to do 

We emphasize that it’s a selling job because all along the 
line, wherever lighting equipment can and should be sold, the 
huyer is in the saddle and genuine intensive, intelligent sales 
manship is required to turn prospects into orders 

That there are plenty of prospects cannot be doubted. Hun 
dreds of thousands of executives, merchandisers, managers, 
superintendents, production experts, store owners today know 
the value of modern lighting but have as yet not been con 
verted into buyers of the necessary lighting equipment. 

That this is so is due chiefly to the fact that not enough 
salesmen have become lighting specialists. Not enough whole- 
salers have realized that they can share in the ever-tremendous 
sales potentials of the lighting market only to the degree that 
they equip their establishments and train their staffs to put the 
selling of lighting equipment on a specialty basis. 

Equipping a wholesaling establishment for doing a hang-up 
lighting sales job means tirst of all to create a showroom 
where the various types of lighting fixtures can be shown and 
demonstrated effectively It means having on the staff at 
least one qualified and sales-minded illumination engineer or a 
lighting specialist who can make sound and practical recom 
mendations, who has the facilities to prepare complete lighting 
layouts and specifications, who knows how to work intelligently 
with the owners, architects, engineers, contractors and builders 

It means having all inside and outside salesmen trained to 
draw on the knowledge and cooperation of the lighting spe 
cialist whenever a lighting job looms on the horizon that 
presents unusual problems. 

Where no lighting specialist is employed it means having 
all salesmen trained with the aid of the supplying lamp 
manufacturer, so that they know what type and intensities of 
lighting are needed under specific conditions, and can recom 
mend the correct equipment with assurance that it will prove 
satisfactory. 

Wherever those requirements to the effective building of 
lighting equipment sales are met intelligently, there the house 


and its salesmen will reap liberal rewards in volume and profit 


* 
From N.E.W.A. to N.A.E.D. Officially an 


thorized at the May, 1949, convention in Cincinnati, the Na 
tional Electrical Wholesalers Association changes its name and 
will be known hereafter as the National Association of Elec 
trical Distributors, effective Sept. 1, 1949 

In his announcement, President D. M. Salsbury states: “The 
indispensable economic functions of the modern distributor of 
electrical apparatus, supplies and appliances in the opinion of 
the Board are more appropriately reflected by the new name 
NAED.” 


(Continued on page 57) 
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BULB SALES 
MORE PROFITS 


FROM THE WESTINGHOUSE 


WHO IS MISS FAMOUS 
CONTEST 


OCTOBER 15 TO DECEMBER 4 


Westinghouse stepped out front last Spring 


with a giant consumer contest, first ever in the 


—— light bulb industry. What happened? It was a 

rIFY HER? \ sensational sales success for dealers who tied 

shat = \ in! AMAZING GAINS were reported —up to 50%! 
mets ‘ , 


st. : 
ow cobs ~ So now Westinghouse announces a new con- 
his OX uy three Writers S| a ad 
quem Vindle-  atically 4 test...a contest all America will be talking and 
e av 4 | 
comP ange n = — 
bes! rie on mov \ thinking about . . . the exciting WHO IS MISS 
* pr e , 
wi noe * +. a 
cranc® eee prize ss FAMOUS contest. To enter, contestants must buy 
ro — 





3 Westinghouse bulbs. That means that again 
thousands of people will search out the stores 
carrying Westinghouse. YES, HERE'S A PROVED ap- 
proach to win higher bulb sales. DON’T PASS UP 
THIS OPPORTUNITY. IF YOU'RE NOT NOW CARRYING 


THE WESTINGHOUSE LINE, MAIL THE COUPON TODAY. 


you CAN BE SURE 
AF ITS 


Westinghouse 
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[IN 1WO WAYS. 


*2,000° IN CASH 


DEALE 


5. 





PRIZES 


IN NEW WESTINGHOUSE 


DISPLAY 


ONTEST 


fsr PRIZE *1,00022 


Westinghouse predicts that dealers who promote 
the Miss Famous Contest will find it to be the most 
productive light bulb promotion ever sponsored! 
The contest will be backed to the hilt with a king- 
sized advertising and promotion campaign. AND 
ON TOP OF THAT, here's how dealers who sell 
Westinghouse light bulbs can win cash themselves. 


Set up a ‘Miss Famous” contest display in your store where 
it will be readily seen. Use a counter, table, gondola, shelf, 
window ... any good display location. Display the West- 
inghouse point-of-sale promotion. 
Write a statement on a plain sheet of paper in 100 words 
or less on the subject: ‘How the Miss Famous Contest Helped 
Our Store Sell More Westinghouse Light Bulbs.” Be sure to 
include your name and the name and address of your store. 
Mail your entry to: Westinghouse Miss Famous Dealer 
Contest, P. O. Box 67, New York 46, N. Y. 

Entries must be postmarked not later than midnight, 
December 15, 1949, to be eligible. 


Submit at least one photograph showing the contest display 
at your store. Be sure to place your name and the name 
and address of your store on the back of all photographs 
submitted. All photographs submitted become the property 
of the Westinghouse Electric Corporation. 

Prizes will be awarded on the basis of originality, interest, 
concreteness, and comprehensiveness. In case of ties, dupli- 
cate prizes awarded. All entries become the property of 
the Westinghouse Electric Corporation and none can be 
returned. Entries will be judged by a 
board of impartial contest experts, 
THE REUBEN H. DONNELLEY CORPO- 
RATION. Decision of the judges is final. 


This contest is open to all Westinghouse 
lamp dealers and their employes. 


nee SOUR G BH 
y 
A 
3 
® 
< 


ee ne 
LAMP DIVISION 


WESTINGHOUSE ELECTRIC CORPORATION 
BLOOMFIELD, NEW JERSEY 


AA COUP ‘i DA 


[_] | am not now handling Westinghouse light bulbs but | would like to know all ¢ 
about how | can cash in on the WHO IS MISS FAMOUS contest. 


Feet 


1949 
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THE DENSHEATH ADVANTAGE 


— the Anaconda thermoplastic Type TW _ building 
IN REWIRING WORK 


wire, gives you the maximum in protection. 
One of Densheath’s important advantages is its protection against 
cutting and abrasion. Pull it hard over the sharp edge of an outlet 3 #10 Wires 
box. The chances are you won’t even dent the tough insulation. More corps 
protection: Densheath will not burn. . . is long aging . . . impervious 


to acids, oils and alkalis ... has low moisture absorption. 
Densheath protects profits, too: time is saved on the job by its 6 #10 Wires 

permitted in 

2" conduit 


special, slick finish for easy fishing .. . light weight for light work . . . 








permanent, bright colors for quick circuit identification . .. small 


: . z * TYPE TW (ANACONDA DENSHEATH) 
diameter for more wires in a conduit. 


: a National Electrical Code recognizes Den 
Specify Densheath. Anaconda Wire & Cable Company, 25 Broad- sheath for circuits to 600 volts, temperatures 


5 e to 140° F., and for wet and oily locations. 
way, New York 4, N. Y. 


*Reg. U.S. Pat. Off 








THERMOPLASTIC 
TYPE TW 
BUILDING WIRE ... 
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(Continued from page 53) 

We know of no industry that has grown so rapidly in 
complexity, has developed broader ramifications, has made its 
products more completely indispensable to every other branch 
of American industry, than has the electrical industry. And 
as the manufacturing branch broadened its lines of products, 
so the distribution branch automatically had to assume ever 
more complex responsibilities. 

While at the turn of the century a few hundred items con- 
stituted a well assorted stock of electrical wiring materials and 
novelties, today many thousand different items are found on 
the shelves or in the warehouses of the electrical wholesale 
distributor. 

When in 1908 the first organization in the products distribu- 
tion branch of the industry was founded, the designation “‘job- 
ber” was quite in keeping with the tempo of the times. There 
were hardware jobbers, drygoods jobbers, glassware and 
houseware jobbers, so why not electrical jobbers. 

Twenty years later when the Electrical Supply Jobbers 
\ssociation decided to change its name to National Electrical 
Wholesalers Association that again was done in the tempo of 
the time. The broader functions which demanded advance- 
ments in the field, no longer fitted into the rather narrow 
confines of the term “jobber,” and “wholesaler” covered the 
multiplied responsibilities more adequately and sounded appro 
priately more dignified. 

Now after another 21 years have passed, once more the 
tempo of the times appears to have crystallized the need for 
a change in the label and the term “distributor” replaces 
“wholesaler” as the official designation of a wholesale distrib- 
utor of electrical products 

We are heartily in favor of this latest change but with our 
endorsement we couple the hope that with the adoption of the 
designation “distributor” the members of this industry will 
accept the broader responsibilities which the term implies. 

It was after the majority of electrical jobbers had demon- 
strated their unwillingness to engage in the type of intensive 
selling that was necessary to help the manufacturers of appli- 
ances, particularly major appliances, to achieve a reasonable 
percentage of the sales potentials in their territory, that those 
manufacturers appointed often new concerns to become their 
wholesale outlets and the term “specialty distributor” was 
born. 

It was approximately ten years later, after the majority of 
electrical jobbers, and wholesalers again had demonstrated 
their unwillingness to engage in the type of intensive selling 
that the rapidly growing radio industry demanded, that radio 
manufacturers gave tremendously valuable franchises to new 
concerns, whose principals were willing to finance and guaran- 
tee satisfactory performance, and more specialty distributors 
were born. 

Because those failures are on the record, manufacturers of 
television sets hardly gave the electrical wholesaler a second 
thought but went with their precious franchises promptly to the 
best specialty distributors they could tind or put in business. 
Several medium or small television set manufacturers and 
friends of long standing whom this writer tried to convince 
that for the long puli they should distribute through electrical 
wholesalers, actually thought we were kidding and _ their 
comeback was “The wholesalers? Why they don’t know how 
te) sell " 

We are reviewing these bits of history because we feel that 
adoption of the designation “distributor” implies the public 
acceptance of a functional activity in which the majority of 
wholesalers have been deplorably deficient, namely intensive 
selling. 

At least they have been deficient to the point where it has 
resulted in therr loss of the biggest money making opportuni 
ties that could possibly come their way—appliances, radio, 
television—in the short span of 20 or 30 years with the wat 
years not excepted. 
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In the products distributor branch of the electrical industry, 
the term “distributor” has become synonymous with “selling” 

intelligently pianned, carefully executed, intensive selling 
Therefore, if the electrical wholesalers now wish to lay 
claim to the designation “distributors,” they must prepare to 
do a better job of intensive selling than their record of the 
past discloses. 

More manufacturers than we dare quote who now sell 
through wholesalers have asked us what they can do to get 
better sales cooperation from their “jobbers.” More than 
we care to count have complained that “jobbers” no longer 
want to stock full lines and ample quantities but carry only a 
shelf stock and for large quantities, bank on getting direct 
shipments to their customers. Say such manufacturers: “If 
the jobbers want to do a brokerage business, pretty soon they'll 
have to be satisfied with a brokerage profit.” 

We hold no particular brief for any one or any group of 
manufacturers because after 35 years in this industry we know 
that very often the wholesalers have been as much sinned 
azainst as sinned. But from where we sit we are in position 
to see and know much that escapes those who are too clos 
to the picture and we do know that there are many unhappy 
undercurrents of discontent which must not be allowed to 
grow into flood proportions. 

The electrical industry is in a constant state of flux. Some 
products become obsolete and a steady flow of new products, 
often made by new manufacturers, takes their place. New 
methods of distribution have gained substantial footholds in 
other industries. The average super market of today does as 
much business as did 25 to 50 of the average grocery stores of 
twenty-five years ago, and much of what they sell they buy 
direct from the producer. 

Who knows but what even now some new channels for get 
ting electrical wiring materials to the ultimate users are in 
the planning stage. 

We believe that electrical jobbers, wholesalers, distributors 

call them what you will—must take a hitch in their belts and 
get busy with doing in the future the kind of a selling job 
on their bread and butter lines, supplies, wire and cable, fit 
tings, controls and all the rest, that will match the type of 
sales jobs with which the term distributor is synonymous. 

We believe that more than ever before wholesalers must 
prove by actual performance their claim to being the most 
economical and hence indispensable agency of distribution for 
electrical products. 

We see in the numerous reports of new warehouses built, 
extensions added, office machines and warehousing equipment 
bought, lighting showrooms installed, wholesome indications 
that many of the forward looking executives are doing an in 
telligent job of cutting costs through greater efficiency. 

We believe that the sales training and other activities of 
the association are having a wholesome and highly constructive 
influence on the operating performance of many houses 

But we believe also that all such activities must be not 
merely maintained but accelerated so that wholesaling as an 
industry will continuously keep step with the field and meet 
the demands of the times by always rendering a superior 
service at lower cost than other channels—old or new —can 
duplicate. Only by so doing can its future be held secure 


Even now it may be later than vou think 


P2t 


EDITOR 
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INCANDESCENT LUMI- 
NAIRES for direct or indirect light- 
ing with direct component, are in 
the standard line. Units have spun 
aluminum housings and silvered- 
glass Permaflectors 


THAT MEANS 


All-around application, efficient performance, easy installation 
and long service life make Pittsburgh Permaflector Lighting 
Equipment the practical and profitable line to handle for every 
commercial, industrial and institutional need. 





SHOW-WINDOW PERMAFLECTORS, the permanently efficient silvered 
glass reflectors backed by a ten year guarantee, are available in various com- 
binations for lighting shallow, island, medium and deep windows of low, 
medium or high ceiling heights. The flexibility of Permaflector Show-Window 
Equipment permits many varied arrangements all of which can be easily 
and quickly achieved with the standard units 





CEILING RECESSED PERMAFLECTORS of broad of concentrated dis- 
tribution for all types of mounting arrangements and for every interior lighting 
application are part of the standard Pittsburgh Permaflector Incandescent line. 
Combinations are available for external mounting, as well as recessed ceiling 
installations. A wide variety of accessories meets the specific illuminating 
requirements of any and all types of interiors. 


ELECTRICAL WHOLESALING 





HIGH-BAY INDUSTRIAL 
UNITS, in enclosed of open types 
utilizing incandescent and/or mer- 
cury vapor lamps, are designed 
especially for high-bay lighting, 
gyms and similar applications. 





WEATHER-PROOF FLOOD- 
LIGHTS of rugged aluminum con- 
struction are available in 200-W 


to 1000-W units. Precision engi- 
neering assures dependable illu- 


minating results 
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MORE SALES 


With standard Pittsburgh Permaflector Fluorescent and In- 





candescent Units, you can offer maximum service with min- — 
imum stocks, minimum investment, minimum inventory. And 
you can furnish eractly the units needed for each job. 


THE "MONROE" SLIMLINE LUMINAIRE is especially designed for low 
initial and installation cost. The 96’ units utilize T-8 slimline or T-12 lamps; 
the 48” units use T-12 lamps. This series may be had in a choice of framed 
plastic, aluminum or steel side-panels which snap into position after the 
chassis is hung. Stock unit gives direct and indirect lighting; reflector-closure 
attaches to the unit for totally direct lighting. 


THE “WASHINGTON” SLIMLINE LUMINAIRE features an egg-crate 
louver bottom and Skytex satinol glass side-panels. It is made in 2, 3 and 4 
lamp models. Like other Presidential slimline luminaires, standard operation 
is 425-MA with T-12 lamps; but it is also made for 120, 200 or 300-MA 
with T-8 lamps. Bridge-truss construction assures a unit which ‘hugs’ the 
ceiling when it is surface mounted individually or in continuous runs. 





THE "UNIVERSAL" TROFFER, in T-12 or T-8 slimline 96’’ and standard 
48” lengths, may be installed individually, in continuous rows, patterns, 
squares, etc. The troffer-chassis can be equipped with egg-crate louver, 
Alba-Lite glass-panel, baffle-louver or lens-panel shielding accessories. Four 
different incandescent downlights are available for this series for crossover, 
Tee, corner and other ‘pattern’ installations. 





THE “HARRISON” SLIMLINE LUMINAIRE, in 2, 3 of 4 lamp models, 
is designed for surface ot pendant mounting, individually or in continuous 
tows... as are all luminaires in the Presidential series. Gracefully curved 
side-panels and Alba-Lite glass bottom-panels distinguish this new 96’ 
slimline luminaire. Companion incandescent units are designed especially 
for use with the “Harrison” and other Presidential units. 


FOR ACCENT LIGHTING AT ITS BEST—SEE THE MANY COMPANION INCANDESCENT UNITS 
DESIGNED FOR USE WITH PITTSBURGH PERMAFLECTOR FLUORESCENT LUMINAIRES & TROFFERS. 


DISTRIBUTED BY BETTER ELECTRICAL WHOLESALERS EVERYWHERE 
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Vaportight 


PYLETS 


for added protection 


For any indoor or outdoor location subjected to heavy concentra- 


“ ’ 





tions of non-flammable vapors, gases, dusts or moisture, Pyle sup- 
plies a complete line of the highest quality industrial lighting 
fixtures delivering dependable and efficient illumination. Under 
these conditions vaportight lighting Pylets have an exceptionally 
long service life due to their heavy duty construction and especially 
efficient sealing features. 

Bases are available in galvanized cast iron, aluminum alloy and 
bronze. Receptacles in porcelain and heavy duty molded bakelite. 
The bases have a large wiring chamber which remains vaportight 
even though the glass globe is broken or removed. The heavy 
guards, with or without shields, snap into a taper on the base and 
may be turned and locked in any position. 

The superlative Pylet line for lamps from 10 to 200 watts includes 


a complete selection of hub arrangements, with or without a switch; 





varied types for conduit, outlet box, surface, wall and handrail 
mounting; single, two and three gang fixtures; four reflector 
styles; portable hand lamps; and midget fixtures for LO watt lamps. 


Consult your Pylet catalog 1100 for complete listings. 


vg THE PYLE-NATIONAL COMPANY 


TIS52NORTH KOSTNER AVENUE, CHICAGO 51, ILLINOIS 


District Offices and Representatives in Principal Cities of the United States. Export Department: International 
Railways Supply Co., 30 Church St., New York. Canadian Agent: The Holden Co., ltd., Montreal 


PLUGS AND RECEPTACLES © FLOODLIGHTS * TURBO-GENERATORS © CONDUIT FITTINGS © MULTI-VENT AIR DISTRIBUTION 


60 ELECTRICAL WHOLESALING 





September, 1949 


















Calgh 
rf 




















































5 GaAs GA 
gens 
‘Electrical Wholesalers’ rt \V(p 
BUSINESS INDEX a) HY 
SALES _ INVENTORIES WITH WHOLESALERS SALESMAN 
| E = 
_ St ogi 
—— 60) = 
i = = 
! rol — 
| : ; : Business Index 
| —— 550 —= , 
es = ft For the Month of June 1949 
il = a i 
—— Sf 
| = a OF 
= | 6 
| = = The June sales of electrical goods wholesalers, 
| — 450 — all classes combined, held up exceptionally well in June 
| = = and showed only a slight decrease of 2 percent from 
| = = the previous month. At the same time the record of 
| = 400 = the entire group dropped 7 percent below June 1948, 
| = = By class of house, June sales of full-line wholesalers 
Hi. Ts ail dropped 2 percent compared to May 1949, wiring 
| E 3+ F suppltes-construction materials distributors dropped 
iH —— 350 —}_— 1 percent and appliances-specialties distributors were off 
| a = 1 percent. Compared to the same month in 1948, June 
§ - = ' sales of full-line wholesalers were off 6 percent, wiring 
\ = i j supplies-construction materials distributors dropped 22 
-— 300 —= percent and appliances-specialties distributors were off 
j = = UF 5 percent. 
i = Cumulative sales for the first six months of 1949 and 
| pa for all classes of houses combined, were only 5 percent 
i 3 = below the corresponding period in 1948 
| = — Potal sales of all electri al goods wholesalers were 
| = = estimated at $1,060 million for the first half of the 
H) = 200 = year 1949. 
Fem 1 59 oo | 
= = Inventories once again dropped through 
1939 = — 1939 out the country according to reports submitted. At the 
AVERAGE = = | AVERAGE | end of June (valued at cost), inventories were 10 per- 
MONTHLY —100— MONTHLY | cent below the previous month’s level but & percent 
SALES INVENTORIES Oe ee, , one 
‘Cee, In comparison with the previous month full-line 
wholesalers reported an inventory drop of 10 percent; 
wiring supplies-construction materials distributors 
showed a decrease of 4 percent while appliance-special 
ties distributors were off 7 percent. 
© Compared with the same month one year ago the 
————— full-line houses reported an increase of 9 percent; wir- 
ing supplies-construction materials distributors were 
off 2 percent and appliances-specialties distributors were 
up 5 percent. 

The figures we use as basis for these monthly At the current rate of sales electrical goods whole- 
comparisons of performance in the electrical wholesaling — salers had sufficient stock on hand for 55 days of busi- 
feld are collected and compiled by the Bureau of the ness; this represents a decrease of 7 days from the fig- 

ON Census of the U.S. Dept. of Commerce. ure reported at the end of the previous month. 
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The Sylvania ‘*Flexi-Module’’ System of 


LOUVERED CEILING LIGHTING 


effects hig economies in building costs 









eed for expensive 


~ concrete Constructio, 




















purier” 


You'd naturally expect the last word in 
modern, flexible lighting systems to cost more 
money than other types. But the Sylvania 
“Flexi-Module” System of louvered ceiling 
lighting actually costs less! With the 
Sylvania System, there’s no need to incur the 
expense of running pipes, ducts and con- 
duits through concrete or plaster. They can be 
run in the open —wnder the concrete ceil- 
ing slab. Low-cost sprinkler heads can be used, 
instead of the much more expensive ones 
commonly used’ for decorative purposes alone. 








G 
LOUVERED ee : 


hides ducts o" 





















per 


Once the louvered ceiling is in place, it 
conceals all the ducts and piping, as well as the 
inexpensive sprinkler heads. By simply 
lifting out any number of the ceiling sections, 
the utility services are easily accessible, 
reducing the cost of repairs or changes. A still 
further saving results from the elimina- 

tion of decorating costs. The hidden ceiling 
requires no painting. 

EASILY MAINTAINED. Dust doesn’t collect on 
the non-static aluminum louvers . . . fin- 

ger prints do not show due to the protective 
plastic finish over the aluminum. 
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Syivenia’s Flexi-Module”’ 
System is the secret . . . it consists essentially of 
fluorescent fixtures supported by chains, and sus- 
pended above a ceiling composed of 32” by 32” 
aluminum louver units. Power for the fixtures is 
supplied by standard plug-in duct wiring sys- 
tem. This allows complete freedom in arranging 
or relocating fixtures to meet changing lighting 
requirements. The modular panels permit of a 
wide variety of architectural treatments, includ- 
ing checkered, striped, diagonal boxed and other 
patterns. 
INSTALLATION OF LOUVERS IS EASY 

The Sylvania System requires no costly szb- 
frame of channels or other devices. The adjust- 
able hangers are easily and quickly attached to 


Mail coupon for full information » >» 


SYLVANIA 
RIC 


DO 





the ceiling or concrete slab on 32” centers. The 
modular panels are then dropped into place, and 
are engaged by the specially designed suspen- 
sion units (see enlargement of suspension 
units). Louvered sections are then leveled by 
simply adjusting the units from below. 

The lighting fixtures and panel hangers may 
be hung either from continuous channels on the 
surface of an existing ceiling or from standard 
channels set into the structure. These members 
may also be used for supporting ducts, sprin- 
klers and other utilities. 

The Sylvania “Flexi-Module” System is just 
as simple as that! You'll want the fud/ story on 
this modern, completely flexible, money-saving 
lighting system! 


5 ; 

haere Electric Product 
vertising De tL 

500 Fifth Ave a 


Gent]; men: 


S Ine 


Pa. 
the Syiegnnt Complete jn 
Sy Ma "Fle 
jouvered cei ghee” ; 
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on Sylvania Lighting P 


Name 
Address 


City 


nue, New York Tn : 


See how simple the Sylvania System 1s! 
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FLUORESCENT LAMPS, FIXTURES, WIRING DEVICES, SIGN TUBING; LIGHT BULBS; 
PHOTOLAMPS; RADIO TUBES; CATHODE RAY TUBES; ELECTRONIC DEVICES 
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Electrical Wholesaling BUSINESS INDEX 





REGIONAL ANALYSIS 


i INSIDERED regionally, and with all classes of 
A houses combined, decreases in sales volume June 
against May conformed closely to the national pattern 
with small decreases reported from all regions except 
the West South Central and the Pacific regions which 
showed increases of 10 and 4 percent respectively. Com 
pared with the same period one year ago decreases were 
reported by seven regions and increases by two regions, 
namely the East South Central with an increase of 3 
per cent and the West South Central with an increase 
of 5 percent. 

Cumulative figures for the first 6 months of 1949 
show only one region with an increase, the West South 
Central which reported an increase of 2 percent; all 
others approximate the national figure. 

Inventories compared with the previous month showed 
decreases in every region from a high of 16 percent in 
New England to 6 percent in the East North Central. 


JUNE, 1949 


Figures in this table apply to the geographic divisions 
as outlined and numbered in white on map above. 





SALES INVENTORIES 
June, 1949 June, 1949 
Compared in %/,with! Trading |Compared in %, with 








May June | Region May | June 
1949 1948 | (See Map) 1949 | 1948 
— 2 — 3 | —1l6 | + 3 
— se 2 tt | & Ss 
— 5 — 4 3 | — 6 | + 13 
mii ane 4 mt iss 
— 3 — 5 5 —9 | +1! 
— 7 + 3 6 —12 | + 2 
+ 10 + 5 | 7 —12 | +17 
— 6 —I19 | 8 — 14 + 2 
+ 4 — 2 9 — 9 0 








STATES COMPRISING GEOGRAPHIC DIVISIONS: RE- 
GION 1—Maine, N. Hamp., Vt., Mass., R. I., Conn.; REGION 
2—N.Y., N. J., Penn.; REGION 3—Ohio, Ind., Ill., Mich., Wis. ; 
REGION 4—Minn., lowa, Mo., N. Dak., S. Dak., Nebr., Kans. ; 
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REGION 5—Del., Md., D. of C., Va., W. Va., N. C., S. C., Ga. 
Fla.; REGION 6—Ky, Tenn., Ala, Miss.; REGION 7—Ark 
La., Okla., Tex.; REGION 8—Mont., Idaho, Wyo., Colo., 
N. Mex., Ariz., Utah, Nev.; REGION 9—Wash., Ore., Calif 
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Industrialite High Mounting Fixture 
For use in railroad yards and round houses, steel 
mills, foundries—hundreds of industrial instal- 


ations. 







=" 


IGHTING 


















D Fuso Flood ght 

For even illumination of service stations, athletic 
fields, tennis courts, parking spaces, etc. Available 
for Pole, Bracket or Cross arm mounting. 





xture 


on-Preef F 


pe EVX Exples 
Ruggedly built of tough, malleable Iron, this 
Fixture provides safe, superior illumination for 
hazardous locations. 






> 


er 


Type EFU Explosion-Proof Fixture 


degree angle. 











Up-to-the-minute version of the first Fluorescent Lighting Fixture 
ever to be developed. Can be hung horizontally or at 45- 


— = — 
Sepreble Stenderd Beme Reflector 
Hood is easily detached for cleaning or servicing 
without disconnecting wires. Weatherproof. 





FOR EVERY 
DOLLAR: 











APPLETON ucutinc equipment 


Appleton Lighting Equipment is scientit- 
ically designed to provide maximum 
lighting efficiency at minimum installa- 
tion, service and operating expense. 
The manufacture of Appleton Fixtures 
is quality controlled from raw materials 
to finished product. Metal parts of re- 
flector are made of pure ingot iron— 
tough, long-wearing metal that is rug- 
gedly corrosion-resistant. Vitreous-fired 


CLEVELAND, 


BALTIMORE 





ST. LOUIS, 420 Frisco Bldg. « 
ATLANTA 724 Boulevard, N. E. « 
MINNEAPOLIS, 305 Fifth St, S ° 
100 East Pleasant Street » BOSTON, 10 High Street + DENVER, 
1921 Blake Street . 
Resident Representatives 
Kansas City, Milwaukee, Seattle . 
International Standard Electric Corp.,67 Broad St.,New York 4,N.Y. 


porcelain enamel finish provides maxi- 
mum reflecting efficiency. 

Including hundreds of types and sizes, 
the Appleton Line contains a fixture to 
fit virtually every lighting requirement, 
whether indoors or out. Sectionalized 
construction of all types assures quick, 
easy servicing. Give your customers more 
for their lighting dollar. Sell Appleton, 
STANDARD FOR BETTER LIGHTING. 


Complete Catalog information on request. 


SOLD THROUGH ELECTRICAL WHOLESALERS 


APPLETON ELECTRIC COMPANY 
1734 WELLINGTON AVENUE . 


Branch Offices: NEW YORK, 50 Church Street * DETROIT, 3049 E. Grand Bivd. 
1836 Euclid Avenue . 


CHICAGO 13, ILLINOIS 


SAN FRANCISCO, 655 Minna Street 
LOS ANGELES, 100 North Santa Fe Avenue 
BIRMINGHAM, 429 Brown-Marx Bidg. 

PITTSBURGH, 414 Bessemer Bldg. 


PHILADELPHIA, 1017 Cherry Street. 


-incinnati, Dallas, Houston, Indianapolis, 
Export Representatives 


T FITTINGS + LIGHTING EQUIPMENT + OUTLET AND SWITCH BOXES « EXPLOSION-PROOF FITTINGS + REELITE 





Your Deal 





Line Voltage Thermostat. The Electric Clock Thermostat. Honeywell's New Heat Regulator Package. 
best line voltage thermostat on the Plug-In Chronotherm provides automatic fuel For hand-fired heating plants. Plug-In 
market. Used for controlling motors saving nite shutdown; morning pickup. Any Model. Easily installed by home own- 
on unit heaters, water circulators and home owner can replace his present thermo- er. New sensitive thermostat. Motor 


other heating and cooling devices. stat with Chronotherm in a few minutes. returns to off position if power fails. 


Magnetic Starters. These , eae 7 Relays. Available for every 
rugged heavy-duty starters . | A type of switching action re- 
have the _ characteristic ys quired on most all electrical 
Honeywell quality and are : mes 2 applications. Pilot circuits 
built to provide years of 0 ae may be low or line voltage. 


maintenance-free operation. ee —~ Rugged, simple construction. 





Here are a few over-the-counter Honeywell 
products that find ready sale in appliance and 
hardware stores throughout the country. Order 
a stock of this fast moving line today. Show MitinNEAPOLIES 
your dealers how they can make quick, easy 
profits by capitalizing on the overwhelming qd ii @ y W (@ 
public acceptance of the Honeywell name. a/ 
For further information on these items, write 
Minneapolis-Honeywell, Minneapolis 8, Minn. 
In Canada: Leaside, Toronto 17, Ontario. 


CON TROL a oY S23 £ as 
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NEW A’s New Name Is . 


National Association of Electrical Distributors 


Board of governors of N.E.W.A. approves change of association 


name _ to 

















Copyright 1949 


fs KE the tirst day of September the 
Ls National [Electrical Wholesalers As 
sociation has been operating under its 
new name, National Association of Elec 
trical Distributors, in accordance with an 
announcement made by the association's 
president, 1). M. Salsbury and managing 
Director Charles G. Pyle. The board of 
governors of the organization had re 
cently approved the change in name. 

The indispensable economic functions 
of the modern distributor of electrical 
apparatus, supplies and 


board are more appropri 


appliances in the 
opinion of the 
ately reflected by the new \ssociation 
name, which will hereafter also be re- 
ferred to as N.A.E.D. 

Mr. Pyle, in commenting on the his 
torical background of the distributing 


branch of the electrical industry, pro- 


vided the following historical resume 


which is of interest in indicating devel- 
opments which eventually led to the new 
trade association name. 

“In 1908, at Niagara Falls, Canada, 75 
electrical jobbers got together and formed 
the Electrical Supply Jobbers Associa- 


tion, which was the beginning of the first 


National 


Association of 


electrical distribution organization in the 
United States. 

“Battery salts, annunciators, wires, 
bells, buzzers, arc lamps, etc., were the 
products of the times, bought in job lots 
and sold by the then called ‘jobbers’ of 
the industry. 

“Considerable electrical development 
occurred between that date and 20 years 
later, by which time World War I had 
come and gone, with its great techno 
logical advances of those days. 

“On June 6, 1928, the Electrical Sup 
ply Jobbers Association concluded that 
so many more new and more intricate 
electrical devices were then being manu 
lactured and distributed throughout the 
National Electrical 
Wholesalers Association should be its 


membership, — that 


new name to denote the growth in stature 


Electrical 


Distributors 


from a= strictly jobbing function to a 
more economically stable wholesaling 
service. 

“Similarly, at Cincinnati in May of this 
year, the question again arose as to the 


he electrical wholesaler 


identification of t 
with regard to the distributive function 


he performs. With the advent and rapid 


development of fluorescent lighting, in 
dustrial electronic devices, air condition 
ing, food freezers and television, to nam«e 
only a few products, ‘wholesaling’ now 
has been superseded by ‘distributing’ in 
terms of modern economic services neces 
sarily required by the manufacturer and 
contractor-dealer.”’ 

The headquarters offices of the Na 
tional Association of Electrical Distribu 
tors will remain at 500) Fifth Avenue, 


New York 18, N. ¥ 








NORTHBROOK PLANT of the M. B. Austin Company as it appears today, 
one year after its completion. The factory building comprises approximately 
50,000 sq. ft. of shop offices, tool and die department, manufacturing and 
warehouse space, and is conveniently located on the outskirts of suburban 
Northbrook, about 25 miles north of Chicago. 
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Here’s why it pays to insist on PLECWA+O-L/EF? Fixtures 


for your lighting installation 











‘ou expect years of trouble-free, satisfactory Complete Information. You, your electrical 
performance from your lighting installation. And consultant or architect can know in advance the 
exact lighting performance any FLEUR-O-LIER 


you should get it. Here are reasons why FLEUR- cat : ' 
: ' fixture will give, for complete performance data is 


O-LIER fixtures assure you utmost satisfaction. available on each fixture. 


Wide Selection. 30 leading manufacturers make 
FLEUR-O-LIER fixtures. You choose from a 


range of styles, types and prices to get just what you 


Certified Components. Every FLEUR-O-LIER 
fixture uses Certified Ballasts and Certified 
Starters, which are also tested to assure you best 
need. And they're available from your local dis- 


possible fluorescent operation. 
tributor. 


Insist on FLEUR-O-LIER fixtures for your instal- 
Certification. FLEUR-O-LIER fixtures are made 

to rigid specifications that assure excellence of 
electrical and mechanical construction. Electrical satisfaction and most operating economy. 


lation. Then you'll be assured of greatest lighting 


Testing Laboratories, Inc., an independent author- 
ity, tests, checks and certifies that the fixtures con- 


form to these specifications. 


Specifiers and buyers are now insisting, Be sure the fixtures bear the Fleur-O-Lier label!” > CERTIFIED 


im accordance 
with Test 
Requirements of 


Specifications of 
Flewr-O-Lier Monutacturers 
& ec 
ELECTRICAL TESTING 
LABORATORIES. INC 


Wt. /, / NEW YORK NY 


2116 Keith Building + Cleveland 15, Ohio 


Fleur-O-Lier is not the name of an individual manufacturer, but of a group of 
fixtures made by leading manufacturers. Participation in the Fleur-O-Lier program 
is open to any manufacturer who complies with Fleur-O-Lier requirements. 
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Charles E. Wilson Marks 
20th Anniversary With G. E. 


Starting at the age of twelve as an office boy at GE’s old Sprague 


Electrie Works on 34th Street, New York City, working by day, 


studying at night, Wilson’s 


ladder of earned promotions 


landed him in the President’s chair 40 years later (1939) 


N September 2, in his office 45 floors 

above the turmoil of New York's 
Lexington Avenue, a big, dynamic man 
started another round of a day’s work 
\s he checked his calendar, he marked 
reflectively the passage of a half century 
of service with an organization which in 
that span of years had grown, as he had, 
trom humble beginnings to a position of 


tremendous responsibility 


In 1899 Charles Edward Wi'son and 
the General Electric Company both had 


next to no pasts, but limitless futures 
Mr. Walson was 12 years old; G. E. was 
hve years younger. In the ensuing half 
entury Mr. Wilson has risen from office 
wy to president Phe company has 
grown from three plants to more than 
100; there are more than 250,000 stock- 
holders 

The same 50 years have seen the elec- 
trification of American industry, farm 


ing, and the home, and the rise of this 


September, 1949 


industrial nation. Power, lighting, com 


munications, entertainment, industrial 
processes, transportation, heating, refrig 
eration, have been transformed. Every 
article of daily life has been touched 
somewhere by the magic of electricity 
newspapers and carpets, dams and blan 
kets, skyscrapers and morning coffee 

Wilson 


is not concerned with General Electri 


Thus, the story of Charles E 


alone, but with the entire expansion and 
diversification of American industry, and 
all the forces that have made the country 
\s Mr. Wilson says 


“We are no longer just a manufacture: 


unique and strong 


and seller of electrical equipment. We 
are a factor in science, in education, in 
government, and in social progress. We 
have it within our power to influence the 
course and character of all private enter 
prise, and that is a heavy responsibility 
because it reaches into every land and 


every level of society What we do may 
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he of historic significance, whether it 


coneerns atomic power at one end of the 
scale, or plain human relations at. th 


other 


h 
) 


Charlie Wilson was tailored, physically 


and mentally, to meet successful vy what 


ever responsibilities became his to carry 
An energetic and muscular six-teet-twi 
and a tireless and enervgetle yorker at 
62, he is conditioned by a lifetime of hard 


work that began in the realistic surround 
ings of Manhattan's lower west side. Hi 
thick-lensed glasses give his gaze adde | 
sharpness and shine 

Wilson was born November 18, 1886, 1n 


bo Ik 


Manhattan, the son of an English 
binder, who died three years later. He 
attended elementary school in New York 
and ended his formal education at th« 
age of 12 when he went to work to he p 
his mother, starting his career as an oft 
bov at the Sprague [lectric Company 
one of the organizations which went t 
make up General Electri 

At Sprague Electric Mr. Wilson mov 


from pesition to position, learning ever) 


thing he could. He took the advice i 
the factory superinten lent, “look forwar.d 
and equip yourself for the next job.” At 
night school he learned cost accounting 


general accounting; and enrolled in’ suc 
cessive correspondence courses in engi 
neering. The cost of his course in electrical 
engineering he balanced by tutoring back 
ward students in physics, mathematics 
and other courses he had already com 
pieted 

From office boy at Sprague, Mr. Wilson 
slowly advanced through the shipping 
room to factory accountant, production 
manager, and finally, assistant factory 
superintendent. During this time he swam 
ran, and boxed at the Y.M.C.A. and sang 
in a neighborhood Oratorio Society 


When M1 


he married his childhood sweetheart 


Wilson was 21 vears old 


Klizabeth Maisch. She is still his closest 
cunfidant. They have an adopted daugh 
ter, Margaret, and their home has aiways 
been a popular rendezvous for the boy: 
and girls in whatever neighborhood they 
lived. 

Mr. Wilson was assistant factory su 
perintendent at Sprague in 1914. Shortly 
after that he was appointed sales mana 
ger, and in 1919, the year following the 
transter of the conduit business’ fron 
Sprague to G.E., he became assistant 
general superintendent of the company’ 
Maspeth, Long Island, and New Ken 
sington, Penna., works 

In 1923 


port, €onn., as managing engineer in 


, Mr. Wilson went to Bridge 


charge of the conduit and wire business ; 
and two years later was appointed assist 
ant manager of General Electric’s Bridge 
port works. Through these years of hard 
work Wilson devoted many hours to keep 
ing himself physically fit Having a 


(Continued on page 123) 
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afford ready 


your way. 


ATLANTA: 
BOSTON: 
CHICAGO: 
CLEVELAND: 
DENVER: 
HOUSTON: 

LOS ANGELES: 
NEW YORK: 
PHILADELPHIA: 
PITTSBURGH: 
PORTLAND, ORE. ; 
SAN FRANCISCO: 
SEATTLE: 
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trouble to be ironed out? See that your customers 
are always right, by calling in your Roebling 
Field Man. 


His knowledge and experience 


answers to wire and cable questions 


... he’s a trouble-shooter who shoots business 


As a Roebling electrical wholesaler, cash in on 


this service whenever questions and problems 


Anis ALWAYS 21GHT 


THE BEST WIRE OR CABLE for a job?... 





come up. You'll find this technical assistance a 


profitable sales help... always available, a de- 


pendable builder of customer good-will, and 


making it easier for you to book additional orders 


for Roebling products. 


JOHN A. ROEBLING’S SONS COMPANY 


TRENTON 2, NEW JERSEY 


Branches and Warehouses in Principal Cities 


Active sales and service cooperation, however, is only one part of 


the Roebling program to help you win more business. The program 


is four-fold and gives you these other outstanding advantages: 


934 AVON AVENUE ® RAYMOND 2151 
51 SLEEPER STREET *® LIB. 4373 : } 
5525 W. ROOSEVELT RD. * CRAWFORD 6400 Pee 
701 ST. CLAIR AVE., N.E. ® L.D. 249 & MAIN 5030 © 
1635 SEVENTEENTH ST. *® EAST 2684 & KEYSTONE 41H 
6216 NAVIGATION BLVD. * WOODCREST 6-8316 ; 
216 S. ALAMEDA ST. ® TRINITY 1261 

19 RECTOR STREET *&® WH. 3-5200 

12 S. 12TH STREET *& MARKET 72-2751 

855 W. NORTH AVENUE * FAIRFAX 2766 

1032 N. W. 14TH AVENUE *% BROADWAY 5456 
1740 17TH STREET * MARKET 8787 

900 FIRST AVENUE, SOUTH *® MAIN 4992 
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A COMPLETE LINE ... 





A CENTURY OF CONFIDENCE 


m.ne than 60 types of wire and cable for every pur- 
pose ...all made to Roebling standards for long life and top performance. 


AGGRESSIVE ADVERTISING in business and industrial papers... full 


page color messages that reach your market fully and effectively... direct mail 
literature describing specific types of wire and cable 


BRANCH WAREHOUSES strategically located and fully stocked to help you 


assure prompt, efficient delivery service. 





JR 


ROEBLING 
——_ 
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WALL-SWITCH 


Kamer 


ON 
CONTROL 


The new NE 3-wire 
Plug-in” Strip is a profes- 
sional multi-outlet wiring 
assembly with an unusual 
new feature: Instead of the 
usual two slots, each recep- 
tacle has three. 

Appliances plugged into 
the top and center slots are 
controlled by doorway 
switches, while appliances 
plugged into center and bot- 
tom slots will operate inde- 
pendently of the wall 
switches. Thus, you can turn 
off all lamps at once, but leave 
the electric clock, radio, and 
other appliances running. 


National Electric Products Corporation 


ONE RECEPTACLE — 










TWO SERVICES 





CONSTANT 
| SERVICE 


® EASY TO INSTALL. At last, full switch-controlled 
service of every outlet with minimum switch-leg 
wiring. No complicated behind-the-wall instal- 
lations. 


© ARCHITECTURALLY CORRECT. An unnoticeable 


steel baseboard trim. 


® SAFE FOR LIFE. No soldered or screwed con- 
nections ...a solid copper electrical system from 
switch box to the very last outlet. Tamper-proof 
because the capping is locked on permanently. 


® LISTED BY UNDERWRITERS’ LABORATORIES, INC. 


Let us send you a copy of our booklet 
“The New Switch-controlled ‘Plug-in’ eS SESS ES 6 
Strip,” and the pamphlet “An Adequate 
Wiring Plan for Residential Wiring 
Modernization.” 





1302 CHAMBER OF COMMERCE BUILDING - PITTSBURGH 19, PA, 
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PORE lighting properly 
planned and installed .. . has 
come to be known as one of 

the most powerful and persuasive 

of salesmen with the unquestioned 
ability to move merchandise prof- 
itably. 

What's more, practically every 
merchant, large or small, has come 
to recognize the many benefits that 


lighting can return to 


well-planned g 
lis organization. lle knows. that 
the difference in overall cost. of 
owning and operating between an 
inadequate system and using proper 
lighting for merchandising is quickly 
offset by increased sales-per-cus 
tomer, per-salesperson, per-square 
foot of space to produce substan 
tially greater profits 


RECESSED on 10-ft. centers these fixtures deliver an average maintained illumi- 
nation of 60 footcandles in this sewing machine store. Day-Brite Lighting photo. 
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AT 
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BEST 





is used here for wall, showcase and cove lighting. Wiremold 


mands top lighting both as to quantity and quality; fluorescent Company photo. 
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THE PATTERN of the fluorescent lighting follows the shape 
of the counter in this dairy bar installation. Smitheraft photo. 


TROFFER and spotlight installation bu:lds turnover of mer- 
chandise for this appliance store. R. & W. Wiley photo. 


COLD CATHODE is 
used to good advan- 
tage with recessed in- 
candescent spots high- 
lighting the displays 
in this specialty wom- 


an's store. Cutler Sign 
Adv. Co. photo. 


SALES VOLUME 
jumped = appreciably 
when Planned Light- 
ing was installed ; foot- 
candles average 90-100 
from the 4-lamp slim- 
line fixtures. with ac- 
cent light. Garden 
City Plating & Mfg. 
Co. photo. 
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EVEN overall distribution of illumination in this candy store 
is assured by louvered fluorescent fixtures. Electro photo. 


a 





SELLING ATMOSPHERE is greatly improved by this drug 
store slimline installation giving 75 footcandles. Mitchell photo. 
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RECESSED fluorescent 


inits with downlights at the end of 


each unit feature this department store lighting. Frink photo. 





UNIQUE eight-light slimline fixtures blanket the interior of 


this shoe store with light. 





L. J. Segil Co. photo. 


CRISP, clean appear- 
ance in this store is 
achieved by use of 
4,500 degree white 
fluorescent in  com- 
bination with filament 
units. G. E. photo. 





STORE LIGHTING AT ITS BEST (continued) 





HIGHLIGHTS of fine furniture are brought out by lighting units arranged in a unique pattern. Edwin F. Guth Co. photo. 





COMMERCIAL USE of lighting in filling stations offers a large, varied market to the salesman. Killark Elec. Mfg. Co. photo. 
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Ornateness was the order of the day when the 
Hotel Hayward was built in Rochester and little planning 
was given to lighting as a contributor to guest comfort. 
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Paw | WOETH Fred Bt Links 


Today with a complete face-lifting and internal 
reconversion, the New Clinton Building shows little re- 
semblance to its predecessor 


Planned Lighting Tops List 


For Protitable Modernization 





PPROACHING each lighting 
A installation problem from the 
“consumer-benefits” angle 
rather than the out-dated 


“guess and sell ‘em’’ method is the 
the 


from 
direct result of following 
Planned Lighting procedure 
[hat such a procedure can bring 
profits to all concerned—manutac 
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turer, electric power company, elec 
trical wholesaler, electrical contrac 
tor AND the ultimate user-——is 
clearly demonstrated by the 
lifting done to transform the old 
Hayward Hotel, New 
York, into the ultra-modern Clinton 
Building. 
Here the 


tTace 


Rochester, 


fancy tacade of a by 
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gone efa has been replaced by a 


streamlined front and the 


the 


con pletely redesigned to contorm to 


modern, 


interior of building has been 
the present day standards of efhei 
ently laid out and equipped oftice 
space 

\ccompanying the modernized 


architectural treatment of the build 





EMPLOYEE efficiency and customer 


seeing means better, faster service. 


ing has been a “re-do” of the entire 
electrical system so that full utiliza 
tion of tine, work and money say 
ing electrical equipment could be 
realized, 

the fluo- 
rescent type has been used here on 
floor of this Rochester instal 


Planned lighting of 
every 
lation to do a bang-up job of pro 


moting worker efficiency and com 


fort, as can be seen from the ac 
companying illustrations. Not only 
has it benefited the workers 
throughout the building, but it has 


contributed greatly to customer 


comfort and. satisfaction. 


satisfaction 
modern styling and 50 footcand!es of carefully planned lighting. 


are 


provided by 


setter 





CONTINUOUS ROWS of shielded fluorescent fixtures 
with a lighting level of 50 footcandles furnish ample 


light for coupon clipping. 


Special attention has been given 
to the quantity and quality of light 
with intensities being carefully 
planned to match the requirements 
of each individual area lighted and 
consideration being made for those 
zreas that are air conditioned. In 
other words the installation was laid 
out 


maximum of 


and engineered to give a 


“consumer benefits.” 
In planning an overall lighting in- 
stallation of this 


tvpe the services 


of manufacturer's representative, 
the architect, the utility, wholesaler 
contractor called on in 


and were 


order to come up with a top job, for 








TRANSPARENT plastic louvers 


mounted above furnishes a level of 


lamps 
in the main bank- 


with slimline fluorescent 


50 footcandles 


ing room of the Central Trust Company in the Clinton Building. 


only with the full cooperation of all 


these important segments of the 
lighting industry can such be 


realized. 
Although the 
package 


Planned Lighting 
really 
tangible to promote and sell ‘t is 
like all other improvements in that 
it still MUST be sold and to be 
successful it MUST be as a group 
effort 
the work of merely one segment of 
the lighting industry. 

Top ingredient in the recipe for 
successfully selling Planned Light 


offers something 


it can seldom succeed from 


ing in the Rochester area is the co 
operation of all the segments of the 
electrical industry in order to cre- 
ate outstanding lighting installations, 
as is so well exemplified in the 
Rochester 


area (see ELECTRICAI 

WHOLESALING, March 1949, Vol. 
30. No, 3). 

The installation in the Clinton 


Building is another feather in the 
lighting cap of the Rochester light 
ing group with credits going to Carl 
Trever, architect, and the Lighting 
Division of the Rochester Gas and 
Klectric Corp. for making the lay- 
out; to electrical wholesalers 
Eerskine-Healy, Inc., and the Gen 
eral Electric Supply Corp. for sell- 
ing the equipment; and to the T. 
H. Green Co., the electrical con- 
tractor making the installation. 
functioning smoothly as a team 
and following their well-established 
procedure this group has once more 
come up with an outstanding instal- 
lation that does much to further the 
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“KEEPING YOUR EYES PEELED” is a rather be-whiskered but time- 
honored caution, yet it tells in a few words what every salesman 
should be doing to build his sales in the present building and mod- 
ernization market. 


As in this Rochester story, rewiring and relighting of industrial, com- 
mercial and residential buildings offer plus sales and plus profits to 
the salesman who keeps not one but BOTH eyes peeled. 











THE PLEASING APPEARANCE of 
this well-lighted insurance office (right) is 
attractive to workers and customers alike; 
50 footcandles is provided here for ade- 
quate seeing for critical jobs. 


cause of Planned Lighting not only 
in the Rochester area but through- 
out the country. 

Thus, too, it sets a pattern of co- 
ordinated performance for Planned 
Lighting operation that should be 
\ND MUST BE—matched by 
utilities, wholesalers, and contrac- 
tors everywhere if Planned Light- 
ing is to receive the aggressive back- 
ing it so rightfully deserves. 

Planned Lighting is the certain 
way to build sales and secure satis- 
fied customers BUT it can only 
succeed as a result of Planned Co- 
operation, 

Another important aspect of 
Planned Lighting that should not be 
overlooked is the fact that one good 
lighting installation inevitably leads 
to another and is one of the most 
effective advertising and _ selling 
tools that the industry can have, 
locally or nationally. The industry 





must bear this in mind and capital- 
ize on it in its consistent program 
of promoting better lighting. 

To the electrical wholesaler the 
importance lies not only in the sale 
of a certain number of specified 
lighting fixtures but also in the 
furnishing of the many electrical 
supply items that go into the fin- 


—_ OMe 





THE BUSINESS OFFICE of Station WVET on top of the Clinton 
\ : Building is an excellent example of planned lighting with a main- 
ished installation. tained level of 40 footcandles insuring worker comfort at all times. 


> 
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You get a ‘’Good Break’’ two ways when you 
insist on Certified Starters for your fluorescent fixtures 


You get a positive ‘“break’’ when 

the tiny bimetal contacts within 
a Certified Starter break open to 
provide the needed voltage to 


start a fluorescent tube. 


“Certified” on a starter means it 
was made to precise specifications, then 
tested and checked by impartial Electrical 
Testing Laboratories, Inc. 









F4 Certified Starters assure good 
lighting performance — full 
starter life—long lamp life—and 
lower maintenance costs. 

aiaiaiian 
— = . ee ee ee 
— 
| ” 
(pe; é See ws 


Certified Fluorescent Starter Manufacturer ; 
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2116 KEITH BUILDING 


° CLEVELAND 15, OHIO 
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SELLING SCHOOL LIGHTING 





TWELVE louvered fluorescent fixtures give 50 footcandles of effect is secured by painting walls in periwinkle blue and cream 
cheerful, glare-free illumination in this classroom; pleasing and ceilings white. Westinghouse photo. 


() OTHER bracket of the 
lighting equipment market re- 
quires a more specialized 

technique of selling than does the 
school market 

It requires first of all a close 
study of the “political” situation in 
the community, the complexion of 
the chief governing body, the human 
components of the local school com- 
mittee, school board, board of edu- 
cation or whatever it may be called, 
as well as of such groups as the 
parent teachers association, citizen's 
committee, etc. 

It is well to know the background 
and peculiarities of each individual 
who has obviously or may possibly 
have a voice in shaping the final de- 
cision, and that means everybody 
from the mayor, the architect or the 


board chairman down the line 





THE IMPORTANCE of furnishing young eyes with the right kind and quantity 
of light cannot be stressed enough. F. W. Wakefield Brass Co. photo. 
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CRITICAL SEEING conditions, as in this high school labora- 
Lighting Products photo. 


tory, demand the best in lighting. 


through school superintendent to 
the janitor. 

Next must come a careful study 
of existing 
schools that are to be relighted in 
provi 


lighting conditions in 


cluding the conditions and 
sions of outlets, switches, etc., of the 
If, to pro 
vide modern lighting will call for 


existing wiring system 


extensive re-wiring, the men who 
have the say should know about 
that BEFORE they make up their 
budget. 

If a new building is involved the 
architect who has the assignment 
is the No. 1 contact because there, 
in forthcoming plans and specifica 
tions, better than anywhere else can 
the real foundation be built for 
finally getting the order. Selling 
the architect and his engineers on 
your equipment is like getting the 
most influential practical people on 
your selling team. 

Important in all school selling is 
to confine recommendations to those 
that are endorsed by an authorita 
tive group and that’s where the sug- 
gestions of the National Council on 
Schoolhouse Construction must be 
remembered. 

It is not possible to reprint here 
in full that council’s “Guide For 
Planning School Plants”’ but the fol- 
lowing excerpts will be found valu- 
able to every salesman who starts 
on the generally long and often 
wearying road to an order for school 
lighting equipment 
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These excerpts are from part 3 of 
that guide, entitled ‘Conditioning 
School Rooms for Visual Comfort 
and Ifhciency 

Recommended Brightness-Differences 
indicate that 
optimum brightness-difference con 
ditions 


Research results 
for visual efficiency exist 
when the central and surrounding 
fields are of a uniform brightness. 
This condition is not feasible in a 
schoolroom because of the phy sical 
limitations which must be overcome. 
absolute 


\n environment having 


conditions of — brightness-balance 
cannot be attained in a schoolroom, 
and hence unity of brightness can- 
not be considered as a practical goal. 
It is desirable, however, to reduce 
the brightness-differences to a rea- 
sonable minimum by eliminating the 
sources of excessively high bright 
ness and by increasing the bright- 
ness of the dark areas which fall 
within the total visual field. 

\n ultimate goal for visual com 
fort and efficiency would be one in 
which brightness-differences would 
be as small as possible between the 
task and the brightest surfaces and 
between the task and the darkest 
total visual field, 
while the general level of illumina- 
tion was high. Any room condi 
tioning which works toward this 
goal is a step toward creating a 
better visual environment. 


surfaces in the 


The following is a working 


ELECTRI¢ 


indirect louvered fluorescent fixtures. 





SCHOOL LIBRARY at Daytona Beach, Fla., uses direct- 


Leader photo. 


recommendation for practical bright 
ness-differences which may be at- 
tained in schoolrooms at reasonable 
costs: 

The brightness-ditference in the 
peripheral field should not exceed 
250 to 1 between the brightest and 
darkest surfaces as follows: 

(a) The brightness of any 
surface in this field should not be 
more than 50 times that of the task. 

(Task to brighter i 
peripheral field 1:50), and 

(b) The 
surface in this field should not be 
less than one-fifth that of the task. 

(Task to darker surfaces in peri 
pheral field 1 :0.2.) 

The brightness-difference in. the 
surrounding field should not exceed 


surfaces 1n 


brightness of any 


50 to 1 between the brightest and 
darkest surfaces as follows: 

(a) The brightness of any 
surface in this field should not be 
more than 10 times that of the task 

(‘Task to brighter surfaces in sur 
rounding field 1:10), and 

(b) The 
surtace in this field should not be 
less than one-fifth that of the task 

(Task to darker surfaces in sur 
rounding field 1 :0.2.) 
found in 


brightness of any 


The conditions many 


schoolrooms today where the av- 
erage illumination is as low as five 
to seven footcandles, where the in 
teriors are finished in drab colors 
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SURFACE-MOUNTED, two 40-watt units in continuous row 
furnish 40 footcandles. Edwin F. Guth Co. photo. 


and where .he windows and light 
fixtures are not adequately shielded, 
create brightness-differences — of 
5,000 to 1 and more between the 
highest and lowest brightnesses in 
the total visual field. In these cases 
the degree of visual comfort and 
efficiency would become greater in 
proportion to the 
made in brightness-balance with the 
above recommended brightness-dit- 
ferences as a current goal. The 
5,000 to 1 brightness-difference in- 
dicates that 
must be given to the shielding of all 
sky and fixture brightness and to 
increasing the brightness of the dark 


improvements 


serious consideration 


areas, 1f the brightness-balance nec- 
essary for visual comfort and. effi 


ciency is to be achieved, 


Light Sources 


In schoolrooms where critical see- 
ing is done, brightness is commonly 
created by daylight, incandescent or 
fluorescent light. Most schools de- 
pend upon daylight for the prime 
source to create brightness and use 
artificial light to supplement day- 
light when acceptable brightness 
levels cannot be maintained without 
it. All recommendations made in 
which refer to 
brightness or’ footcandle levels, are 
based upon the combined radiant 
energy produced by daylight and 
iny system of artificial light that 
night be used in schoolrooms_ to 
supplement daylight. 


this subsection, 


If it becomes necessary to com- 
promise between two artificial light- 
ing systems, one of which produces 
high intensities with 
brightness and the other one pro 


excessive 


ducing a reasonable intensity with 
comfortable brightnesses, decisions 
should favor comfort. 

In schoolrooms used for night 
classes, an artificial lighting system 
must be installed which will pro- 
duce the intensities and 
brightness conditions without the 
daylight factor. In choosing such a 
system, it should be kept in mind 
that during night use the highest 
brightnesses in schoolrooms are de- 


desired 


veloped by the artificial lighting sys 
tems. 


Recommended Intensities 


Some research results indicate 
that there are visual tasks which re 
quire 100 footcandles, and above, 
for optimum visual efficiency. How- 
ever, for tasks common to school- 
rooms, intensities of from 20 to 4u 
footcandles are practically available 
today and are considered to satisfy 
visual requirements in a balanced- 
brightness environment. 


Artificial Lighting Systems 


The following are points to be 
evaluated when selecting an arti- 
ficial lighting system: 

(a) It should produce a uniform 
distribution of shadow-free and 
glare-free illumination with the in- 
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INTERIOR FINISHES plus Planned Lighting give high 
lighting levels in this journalism room. Curtis Lighting photo. 


tensities necessary to maintain an 
acceptable brightness balance be- 
tween the central field and other sur 
faces withii the total visual en- 
vironment. 

(b) Consideration should he 
given to probable deterioration of 
efficiency in service, under prevail- 
ing conditions of school operation 
and maintenance. 

(c) Lighting fixtures selected 
should not produce a surface bright- 
ness that exceeds the 1-10 bright- 
ness-difference limit for the sur- 
rounding field, assuming the line of 
sight to be horizontal. 
for adequate electric 
service and wiring to care properly 
for present and future loads can 
he made best when buildings are de- 
signed. With the aid of a master 
plan showing the proposed satura- 


Provision 


tion building areas projected for a 
given site, it is possible to anticipate 
the present and future needs of such 
basic factors as service size, feeder 
capacities and wire sizes to insure 
maximum efficiency of an electrical 
system over the years. Electrical 
service needs for future lighting re- 
quirements most probably can be 
anticipated on the basis of the 
wattage now necessary to provide 
recommended brightness conditions 
since it is rather safe to predict that 
the generally-used light sources of 
the future will be more efficient than 
those in common use in_ schools 


today. 
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DECORATIVE as well as efficient, cold cathode lighting is room, into the general offices and branching off into the smaller 
used in this office in an installation running from the waiting offices. Cutler Sign Adv. Co. photo. 





BEFORE. 9 footcandles were furnished by the old glass globe AFTER. Levels were raised to 42 footcandles with the in- 
fixtures in this office, spaced on 12-ft. centers. stallation of louvered fluorescent units. Miller Co. photos. 











BEFORE. Hardly satisfactory levels of lighting for worker AFTER. Mounted flush on the ceiling louvered fluorescent 
eficiency and comfort were achieved with this installation. units in continuous rows furnish 40 f.c. Sylvania Elec. photos. 
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SLIMLINE fluorescent fixtures in continuous rows and mounted flush on an acoustical 


ceiling create an abundance of light in this office. H. E. Williams Prod. Co. photo. 


“re-do” of quirements imposed by any instal 

any office goes to lighting for lation general or specialized. 
so much of the worker com- Thus the key figure is the light- 
fort and the quality of the work done ing salesman: it is in Its grasp to 
depends upon the right kind and = match the equipment to the need 
the right quantity of lighting. and the only limit to his sales scope 
Poday the lighting industry has is his belief in and Ins ability to 

1 

ih 


furnished sources to answer the re- — sell Planned Lighting 


ADEQUATE light of the right kind can contribute greatly to 
employee's well-being; here 65 footcandles do their part to 


maintain efficiency and comfort in this well-planned office. 
Westinghouse photo. 
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LOUVERALL CEILING features the lighting of the Central OFFICE AREA lighting in the bank is accomplished by a 
National Bank in Cleveland; in addition 59 incandescent down louverall system which effectively distributes and diffuses the 
lights are used around the room edge. light. G. E. photos. 





TROFFER INSTALLATION furnishes an intensity of 70 MAIN AREA of bank uses same lighting in acoustical ceiling ; 
footcandles in this Chicago bank office; mounting height is 11 special attention has been given to color scheme to assure 
feet, spaced on 3-foot centers. maximum satisfaction. Curtis Lighting photos. 


ACOUSTICAL CEILING has fluorescent troffer units placed AVERAGE FOOTCANDLES maintained by 24 recessed and 
in square design; units are two-lamp, 40-watt equipped with louvered skylight units is 58; under the mezzanine continuous 
Fluor-O-Guide lenses. H. E. Williams Product Co. photo. rows are installed. Frink Corp. photos. 
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FOUR-LAMP troffer units with eggcrate louvers are used to good advantage in 
the Fidelity Trust Co., Pittsburgh; special lighting includes 40-watt fluorescent 
strip in center cove and special troffer over mural. Pittsburgh Reflector Co. photo. 
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CRITICAL SEEING in the cash department of this bank is aided by pendent- 
mounted fluorescent fixtures with local swivel-arm fluorescent units installed over 
the desks. F. W. Wakefield Brass Co. photo. 


Re 


PENDENT-MOUNTED fluorescent fixtures hung below an acoustical ceiling 
furnish a high level of well-diffused lighting in the Bellaire State Bank at Houston, 
Texas. Electro Mfg. Corp. photo. 
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DANK 
LGRTING. 


AT 
ITS 
BEST 


N banking the handling of so 

many monetary — transactions 

that require critical inspectior 
means that for lighting the “best 1s 
none too good,” both for the pro 
tection of the bank as well as its 
customers. 

Today, in the modernizing and 
streamlining plans of banks through 
out the country, lighting, as many 
wholesalers salesmen have profitably 
discovered, is receiving top atten 
tion as an important means of build 
ing employee efficiency and cus 
tomer satisfaction. The need and 
the means of fulfilling the need are 
both there and it’s now a question 
of the aggressive salesman match 
Ing up the two. 

Matching the need does not sim 
ply mean the presentation ofa hight 


ng proposal based On Canty ex 
amination and guesswork. Here is 


an A-1] opportunity for the sales 
man to go all out for Planned Light 
ing and come up with a lighting 
recommendation tailor-made to the 
banking requirements 
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MAIN READING ROOM of this library 
is lighted with single lamp aluminum 
troffers to an intensity of 30 footcandles. 
Miller Company photo. 














ILTHOUGH the lighting of 

libraries, both public and in 

stitutional, has progressed 
greatly in the last few years, a ma 
jor job of selling still remains to 
be done in this field, 

Planned Lighting can really play 
an important part in helping the 
library to render its full cultural and 
educational benefits to the area it 
serves, for a well-lighted and pleas 
ing atmosphere is certain to attract 
people and keep them coming back. 

Typical of the lighting needed for 
libraries are the installations shown 
here, proot positive of the results 
that can be achieved when Planned 
Lighting plots the course. 





] —— 
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DIFFUSED LIGHT of the right kind 
and quantity is achieved by these pendent- 
mounted fixtures with curved “con- 
trolens.” Leader Electric photo. 
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Sports Lighting Pays Plus Profits 
If the Salesman Has the Know-How 


Knowing where to locate sports area lighting jobs, a knowledge 


of his equipment, and a program of cooperation with contrac- 


tor and the supplier’s lighting specialists is the key to profit- 


able sports floodlighting jobs, says this California salesman 





SPORTS LIGHTING is a community asset and a profitable business for the 
salesman who knows how to sell this business as at this Redding, Calif., field. 





FLOODLIGHTING of sports fields can be big business, too, as in the installa- 
tion at Brigg’s Stadium, Detroit, with its 1,386 floodlights. G.E. photo. 


September, 1949—ELECTRICAL WHOLESALING 


By Howard J. Emerson 


HOLESALERS’ © salesmen 
Wx take a tip from the boys 

of one prominent Oakland, 
Calif., wholesaler that sports area 
lighting jobs are profitable business 
and that they are available. By 
knowing where to locate them, and 
how to go about selling them, this 
branch has sold the apparatus, sup 
plies, lighting and lamps for quite a 
few sports area lighting installations 
during the past two vears 

When it is considered that a 
wholesaler’s billings for a = sports 
lighting job can run from a mini 
mum of $6,000 for a small field to 
nearly $24,000 for a Class A field, 
it is evident that this is a market for 
every wholesaler and his salesmen 
to study. 

In every section of the country 
there is a growing need tor the 
floodlighting of high school and pre 
paratory school sports fields, for 
community sports and recreation 
areas—a market that supplements 
the wholesaler’s salesman’s known 
prospects for the lighting of profes 
sional sports areas, ballparks, driv 
ing ranges, race tracks, etc 

enlarging this market for what 
might be called non-professional 
sports area lighting is the national 
tendency to move high school base 
ball and football ec mnpetition into the 
evening to prevent conflict with pro 
fessional and college sports on week- 
end afternoons. Then there is the 
tremendous post-war growth of soft- 
ball leagues as an outdoor activity 
for both men and women, as well as 


the growing custom of using public 
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PAST EXPERIENCE of wholesaler’s salesman enabled him to provide assistance 
when placement of transformers was under discussion. 





recreation areas for family activities 
and picnics during the warm months. 

With this community need for 
floodlighted sports and recreational 
areas helped by greater willingness 
to budget the expenditure of the 
necessarily large initial investment 
either by corporate bodies or other 
community groups, the wholesaler’s 
salesman is justified in keeping in 
close touch with every community 
in his territory—using his contacts 
to learn in advance of any intended 
sports-lighting job, and using his 
position and influence to get the idea 
planted in those communities where 
such lighting is needed. In_ the 
meantime, the wholesaler and _ the 
salesmen can learn much from those 
who have explored this sports area 
lighting market and who have seen 
profitable orders result. 

One of the reasons why this Oak- 
land wholesaler makes a continuous 
bid for this type of business is seen 
in the statement of one of its off- 
cials, who said: 

“Selling sports and_ recreational 
area lighting jobs has a double value 
to the wholesaling concern and its 
salesmen. First, of course, they are 
profitable jobs in themselves. Sec- 
ondly, they are a public advertise- 
ment of the quality of lighting equip- 
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EXAMPLE of profitable sidelines to sales of floodlights and pole line equipment is this bank of switchgear accompanying sale. 


ment which the wholesaler carries. 

“Unlike many other large lighting 
jobs which he may sell and which 
may remain hidden in a private fac- 
tory or seen by comparatively few 
in a commercial establishment, the 
sports installations are visited fre- 
quently by many thousands of the 
local people every year. It is pleas- 
ant and profitable when a wholesaler 
or his can point to a 
dramatic 80 or 120 lamp installation 
and say, *) 
equipment for that job.’ ”’ 

Well, that gentleman and his staff 
will not have trouble in finding in 
stallations to point to for some time 


salesman 


“ves, we supplied all the 


because his firm has supplied the 
equipment for the floodlighting of 
the sports High 
School in Lafayette, at the Center 
ville High School, the Oakland Auto 
Stadium, the Castro Valley Recrea- 
tion Ground, the San 
Recreation 


area at Acalenes 


Lorenzo 
Center, as well as the 
sports field at the Livermore High 
School, which will be described here. 

As in practically all wholesaling, 
assumed that the house stocks a line 
of quality merchandise and has the 
proper facilities and the willingness 
to give good service to back up the 
salesman, it is the salesman who 
must develop this market. The Oak- 


land apparatus and supplies sales 
manager, who has been covering this 
market, told this reporter: ‘There 
are two keys to the successful selling 
of sports area lighting equipment. 
One is the ability of the salesman 
his knowledge of his territory and 
its potential for this type of busi 
ness, plus a thorough knowledge of 
his line of lighting equipment and its 
application to a variety of layouts. 
The second key is the cooperation 
that is necessary between the sales 
man and the lighting and layout spe- 
cialists on the wholesaler’s staff and 
those from the lighting equipment 
manufacturer.” 

The lead that resulted in the Liv 
ermore installation had come 
Calif., similar 
high school sports field lighting job 


from 
Redding, where a 
had been sold by another salesman. 
When the Redding athletic coach, 
“Spike” Hunter, transferred to Liv 
ermore, he let it be known before 
leaving that he hoped to get a simi 
lar lighting setup at the new school. 
The tip was sent through the regu- 
lar channels, and from that point on 
Peck’s department 
kept an eye out for the potential or 
der, although little could be done 
until group in 
started action to procure the needed 


sales manager 


some Livermore 
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floodlighting for the sports held 

The action when a_ local 
club, the 20-30 
Club, decided to sponsor the light 


came 
service Livermore 
ing of the sports field and to finance 
it through the issuance of “script.” 

When the service club arranged a 
meeting with the Livermore Schoo! 
Board to discuss the type of lighting 
needed and to determine approxi 
mately how much money would be 
needed, the salesman went to work 
\long with other wholesalers and 
manufacturers’ representatives he 
was given an opportunity to display 
his line of equipment before the 
group and to discuss equipment and 
installation costs. 

Armed with all possible informa 
tion concerning the equipment, data 
and photographs of other floodlight 
ing jobs his firm had sold, he pro 
cured the assistance of the local dis 
trict lighting specialist, and that of 
a lighting specialist from the manu 
facturer’s San Francisco office. 

\t the demonstration, the latter 
described the particular model flood- 
lights which were being recommend- 
ed for this job. The 
salesman served a dual purpose of 
coordinator of the display and as 
contact man with the group for the 
future should his equipment be se 


wholesaler’s 
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lected by the bid-winning contrac- 
tor, while the presence of the local 
lighting engineer was extremely 
helpful because he was qualified to 
foot 


candle needs for the Livermore field 


serve as a consultant on the 


and to answer technical questions 
regarding floodlighting 

Phe successful salesman empha 
sized that one of the most effective 
tools he and his associates had tor 
such a demonstration meeting was 
the photographic record of previous 
Hoodlighting installations for which 
they had 


examples of the photographs used 


supplied the equipment 


in portfolio form as sales tools by 
the Oakland wholesaler are the ilus- 
trations used with this article, sup 
plemented by many more of an in 
dividual and technical nature. 
Particularly are such photographs 
valuable in demonstrations to groups 
Members of 


containing women. 


school boards, service clubs, and 


associations, but not technically 
trained and with Iittle or no know] 
night 


ratings or the quality of industrial 


edge of sports, footcandle 


products, these women are greatly 
impressed by photos of completed 
other sche " ) 


boards or service clubs have seen fit 


installations which 
It gives them an excuse to 
other 
minded members of the group. And 


to buy. 


agree with more technically 
said the salesman, “it keeps a lot of 
women from asking a bunch of fool 
ish questions.” 
As a result of the demonstration 
of floodlighting equipment by the 
several manufacturers, and the in 
formation from the experts that the 
job would cost about $15,000, the 
"20-30 Club” decided to 


with the project, issuing script to 


go ahead 


raise the money. 
When the 


raised, the next thing needed was a 


required sum was 
layout for the field. This was han 
dled by L. B. Craig, lighting spe- 
cialist for the Pacific Gas & Electric 
Co., 
The salesman made available to him 
all floodlighting data from his 
manufacturer, and arranged for the 


the utility serving Livermore 


manufacturer's 
call. 


job practically none of this help was 


lighting specialists 


t 


to be at his However, in this 
because of the 
PG&E's 
who had handled many similar jobs 


needed exceptional 


experience of specialist, 
before. 

In the meantime, the wholesaler’s 
salesman kept up his contacts with 
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QUALITY AND FLEXIBILITY are two important equipment features that the 
salesman must bear in mind in selling sports area floodlighting. 





WIRING SUPPLIES installed by this electrician at the Livermore High School 
field represented $3000 in volume of the total $8500 sale. 


every electrical contractor in_ the 
area that was likely to bid on the 
job. Not only on his regular calls, but 
through special effort, he saw that 
these contractors, some of whom 
were not his regular customers, re 
ceived every possible bit of informa 
tion regarding his line of floodlight- 
ing equipment, lamps, supplies, pole 
line hardware, ete. Furthermore, he 
that 


was made to realize that both he and 


Saw each of these contractors 
his company had participated in sev 


eral other similar sports area flood 
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lighting jobs, that a high degree of 
cooperation could be offered. and 
much practical experience could be 
drawn upon. 

When the bids were opened, the 
job was won by Sam Elliott Electric 
.6., 


done zero dollars volume with that 


Livermore. This contractor had 


salesman’s firm in the past, but Sam 
Elliott did zero dollars 
business with that salesman on the 


more than 
Livermore Sports Field lighting job. 
The record shows that after his bid 


had been accepted, he purchased 
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HELPING THE CONTRACTOR was part of the salesman’s task in selling this 
job; he supplied the data necessary to install the equipment. 





COOPERATION—using the manufacturer's layout, contractor Elliot, left, light- 
ing specialist Stilling and WESCO salesman McKenzie, place spotting sheets. 


$1,500 worth of apparatus, $3,000 
worth of supplies, $3,600 worth of 
lighting, and $400 worth of lamps 
a total of $8,500 in business for this 
one average size sports area lighting 
job in an average size community. 
With the contract in the hands of 
the contractor, the salesman’s effort 
to cooperate turned in another di 
sent the 
layout, on which the utility's light- 


rection. Immediately he 
ing specialist had shown the require- 
ments for the Livermore field, back 
to the manufacturer of the lighting 


equipment, to procure a_ spotting 
diagram which would show just how 
the floodlights should be focused to 
obtain the footcandle and _ brilliance 
requirements of the layout. In the 
meantime he set to work to see that 
his Oakland firm got the proper fit- 
tings, supplies, poles, hardware, etc., 
to the field at the right time. 

By this date, there was little time 
left before the opening of the Fall 
football season, so the job would 
have to be done quickly. While he 
was doing this, he also worked close 
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ly with Sam Elliott, the contractor, 
because he had not installed the type 
of floodlight 
all the information needed to make 
it simple for Elhott’s men to install 
the floodlamps, fixtures and pole 
line hardware. 


before. 


He provided 


As a result of the information so 
supplied, and of course because of 
his own) organization's — efficiency, 
contractor [lhott accomplished the 
feat of installing the eleven wood 
poles with their cross arms bearing 
a total of 106 floodlights in one day, 
with a half hour required for each 
pole. The complicated job of focus 
ing the individual lights, however, 
remained to be done. 

When this part of the job came 
up, the lighting specialists were 
called in again, and following the 
hy the 
inanufacturer, they spotted the field 


spotting diagram supplied 
with patches of white paper to fit 
the engineer’s layout. 

Their work in the blistering hot 
(Livermore often hits 100 degrees 
on a September afternoon) was fol 
lowed by night work in which each 


of the lights was focused on its speci 


fied sheet of paper. Kach light 
luminates only a small area, with 


the beams crossed so that lights on 
the north side of the field light the 
area on the south side. Because the 
Livermore Sports Field is designed 
as a baseball field for Spring, soft 
ball for Summer, and football for the 
Kall, the lighting arrangement pro 
vides for te-focusing of the lights 
once for the baseball-softball season, 
once for the football time. 

So, on September 24, the Liver 
more High School sports field flood 
lighting was dedicated with appro 
and 


priate community pomp 


mony, and four men on that Oak 


cere 


land wholesaler’s team relaxed. For 
long? Well, judge for yourself. This 
writer for ELecrricAL WHOLE 
SALING wanted these photos for a 
story at that time, but always met 
up with that busy salesman’s plea 
of “can’t you wait a while longer ¢ 
I'm using them on a couple of other 


towns that need a_ floodlighting 
job.” 
It was obvious that profitable 


sports area lighting jobs are avail- 
able to the 
who knows where to look for them 
and has prepared himself to sell 


wholesaler’s salesman 


them and to arrange the cooperation 


that is necessary to make them a 


SUCCESS 
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HIGHER LIGHTING LEVELS in plant or factory build pro- repair shop are furnished by continuous rows of industrial 
duction and cut costly errors; 40 footcandles in this railroad fluorescent fixtures. 
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INDUSTRIAL PROSPECTS for better lighting abound in the territory of every 
salesman; first step in building sales is classification of prospects. Benjamin photo. 
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COLD CATHODE industrial fixtures in continuous runs supply clear vision lighting 
over assembly and inspection tables. Colonial Electric photo. 
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Westinghouse photo. 


HE return of a_ full-fledged 

buyers’ market with accom 

panying highly competitive 
conditions in practically every 
branch of industry should be wel 
comed by every salesman of indus 
trial lighting equipment. 

We all know, that the more in 
tensive is the competition in any 
field the more executive attention is 
given to ways and means of reduc- 
ing costs all along the line. 

In the present state of high union 
ization of labor the amount actually 
paid for labor cannot easily be re- 
duced so that any reduction in labor 
cost must come through getting 
more productivity out of the labor 
while at work and THE FIRS] 
REOUISITE to the attainment of 
maximum Productivity is a MAX 
IMUM OF LIGHTING OF THE 
RIGHT OUALITY. 


Better Light Means Better Work 


A compromising on lighting by 
using antiquated make-shift “fix 
tures” is a sure-fire method of hold 
ing workmen's productivity at a low 
level and any production manager 
who lets his workers struggle along 
with less good illumination than each 
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AT 
ITS 


DIESEL SHOPS of the Pennsylvania R.R. are lighted by a high bay installation 


assuring good seeing conditions throughout. 


task requires is simply paying a 
fancy high price for a low rate of 
output. In addition he invites a high 
rate of spoilage and a high ratio of 
accidents. 

Industrial production makes more 
constant and strenuous demands on 
the eyes, than any other single hu- 
man faculty so that only where the 
maximum of see-ability is created 
can the maximum of productivity 
he achieved, 

You Mr. Salesman can attract and 
hold the attention of any industrial 
uiyer if you will only keep the ob- 
lective of “lower costs through 

igher productivity” in the fore- 
ground of the discussion. Be it the 
president of the concern, the pro- 
duction manager, the plant super 
intendent or the shop foreman, they 
all are struggling with the problem 
f how to get higher productivity 
ind—if theirs is a shop where poor 


Tt 

4 
ighting kept down output, in the 
past, NOW IS THE TIME for 


the salesman who knows his stuff 


to do a real selling job 

The readily fulfilled proniuse of 
lower costs through higher pro 
luctivity” will help him to get the 
rder. 


Appleton Electric Co. photo. 





CONTINUOUS ROWS plus individual units are used in this modern printing shop; 


pendent-mounting used to bring units below ceiling beams. 
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All-Bright photo. 

















By Alfred Byers 


Assistant Managing Director and Secretary 
National Association of Electrical Distributors 





News Notes from NAIA. 





N.A.E. D. 





SPELLED BACKWARD-—IT’S DEAN! 


:lsewhere in this issue appears a 
N.E.W.A.’s 
change in name, effective the first of 
this month, to National Association 
Distributors. It 
take all of us awhile to 


deseriptis e account of 


of Electrical will 


become 
“N.A.E.D.” 


but one thing is sure 


accustomed to saying 
we will; 
and it is really the modern name for 
what this long lived national asso 
clation actually is today. 

\n interesting side-light on this 
important change in identity is a 
remark made by Mr. D. M. Sals- 
bury, N.A.E.D.’s president, during 
the dinner at last May’s convention 
when the Honorary Life Members 
were entertained. Said Mr. Sals- 
bury, “N.A.E.D., spelled backward, 
is dean; and certainly our associa- 
tion is the dean of associations in 
the field of electrical goods distribu- 
tion.”” Someone else of prominence, 


a character of Shakespeare’s, in 


fact, once said—‘A rose, by any 
other name, smells as sweet.” Pro 
found observations, both; and so 


true! 


N.A.E.D. AT 1.A.E.1.’S 
SILVER ANNIVERSARY 


This reporter attended the 25th 
anniversary meeting of the Eastern 
Section of International Association 
of Electrical Inspectors at Boston 
last month, as this page informed its 
readers. 

One subject, discussed at length at 
Boston, still keeps coming to mind 
“lamp cords.” Great emphasis was 


made, by several inspectors, and 
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of the hazards created 
by the home-owner who buys and 


contractors, 


then installs lamp cords in his home. 
It was food for serious thought to 
hear them speak of fires and fatal- 
ities definitely traced to such use 
of lamp cord. 

The industry, for years, has been 
aware of this situation. It has tried 
hard—and still is—to overcome this 
condition by the use of many media 
and devices reaching the public. The 
problem persists and grows even 
more acute, the inspectors pointed 
out. 

Electrical distributors, and their 
contractor and dealer customers, 
are vitally concerned in this matter. 
It’s correction calls for even more 
educational effort on their part, from 
now on. 

N.A.E.D. welcome sugges- 
tions as to any further effective co- 
operation it can furnish in greater 
efforts to eliminate this dangerous 
hazard. 


will 


BOARD OF GOVERNORS TO MEET 


Next month at Virginia Beach, 
N.A.E.D.’s President, D. M. Sals- 
bury, will preside at his first board 
of governor’s meeting since election 
at the 41st Annual Convention at 
Cincinnati, last May. 

The agenda for the four day ses- 
sion, is a rather heavy one. The 
governors will have plenty of im- 
portant work to do and, of course, a 
little time to play. Several far- 
reaching N.A.E.D. programs will be 
thoroughly reviewed; and the value 
of some new ones will be carefull, 
discussed. 
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( onmittee 
lations 


activities, public re 
industry devel- 
opment and cooperation programs, 
and the 42nd Annual Convention 
are among the subjects listed on the 
board’s agenda. This will 
the first meeting of the new board 


programs, 


also be 


of governors, as it was elected and 
organized at the Cincinnati conven- 
tion. Expectations are that consid 
erable benefit to N.A.E.D.’s mem 
bership, and to the industry, will 


result from the deliberations. 


MANAGING DIRECTOR PYLE 

TO ADDRESS PACIFIC ZONE MEETING 
When the Pacific Zone of 

N.A.E.D. convenes for its fall meet- 


ing at Coronado, California, next 
month, Mr. Charles G. Pyle, the 


association’s managing director, will 
hand. He address the 
meeting on general association mat 
ters, bringing the membership up to 


be on will 


date on developments since the na 
tional convention and on matters to 
be considered by the board of gOvV- 
ernors at its meeting at Virginia 
Beach the following week. 

R. A. Balzari, secretary of the 
Pacific Zone of N.A.E.D., and the 
zone’s program committee, have ar- 
ranged a most attractive program of 
good speakers and enjoyable diver 
sion. Most of the membership of 
the Pacific Zone will attend, 
many 


as will 
manufacturers and util- 
ity executives. Many helpful rec- 
ommendations for the association's 
and the industry’s benefit 
originated at Pacific Zone meetings, 
and the forthcoming one will be no 
exception. 


also 


have 
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Benjamin Elec. Mfg. Co. photo 
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1949-1950 LIGHTING FIXTURE 
SPECIFICATIONS SECTION 
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HIS special section is compiled by Electrical Wholesal- 

ing as a part of its service to the electrical wholesal- 
ing industry. Through its use a better understanding of 
the scope of the lighting fixture field and the types and 
sizes of fixtures available can be obtained and used by 
the salesman in making lighting recommendations—en- 
abling him to do a bigger and better sales job. 


The brief specifications listed here have all been fur- 
nished by the manufacturers, but we are advised that 
details and prices are subject to change without notice. 
We regret that some manufacturers are not listed since 
their material was received too late or in unusable form. 
The EDITOR 














KEY DESIGNATIONS FOR 
SPECIAL FIXTURE FEATURES 


DP awa eecwaes ere ee Mercury 
Pe haasinais Cold Cathode PP ce wales aneece Outdoor 
Oe srawees Commercial ee rere rrr Portable 
Pe tieeeaesa Dust-proof Pr. Residential 
a ieadenwee Explosion-proof et pawarwnewe wns Showcase 
S karen Fluorescent GU o.0.or erica placate Stage Lighting 
PE. vectawns Floodlight __Seaewearertrer Slimline 
errr rt Highway Lighting SP ........... Spotlight 
Pre rer rr: Incandescent AO ere Street Light 
We escases Industrial De icescess en Show-Window 
WP <asaceonvies Vapor-proof 





No.of Lamp List 
Cat. No. Type Lamps Watts Special Features wi Price 
113 N. 7th St. 
ABRAMS LIGHTING Phila. Ponsa. 
9604 SC SLM-F 4 51 50 Ibs. $51.96 
404 0D COM-F 4 4 a" 19.96 
4040 GLS COM-F 4 4 0" 23.96 
9604 SE SLM-F 4 51 45" 49.96 
4200 F RES-F 4 20 12" 11.70 
4048 RGL COM-F 4 4 30" 4.50 | 
240 DPN- IND-F 2 40 20" 10.76 
IND 
240 DP IND IND-F 2 4 y: Th 15.50 
9604-SRL SLM-F 4 51 65 " 91.00 
1040 CH COM-F 1 40 6" 5.10 
9602 SC SLM-F 2 =‘51 0" 31.96 
C-325 RES-F 1 @ de 9.90 
9604 $ IND SLM-F 4 51 55 " 53.00 
4048 DE COM-F 4 4 25" 31.96 
2040 D COM-F 2 40 20" 12.90 
2048 DE COM-F 2 4 20 " 13.96 
4048 ARC COM-F 4 4 _ 23.50 
4040 CH COM-F 4 40 24" 19.96 
350 E. 182 St. 
ACME LITE PROD. CO. soar Ett St 
401-G F-P 1 15 E-Z Swing 9) Ibs. $13.00 
402-G F-P 1 15 E-Z Swing i 15.00 
403-G F-P 1 15 E-Z Swing 9" 15.00 
404-G F-P 2 30 E-2Z Swing 9" = 15.75 
405-G F-P 2 WW E-Z Swing 9° 17.75 
406-G F-P 2 W E-Z Swing 9" 17.75 
407-G F-P 1 32 E-Z Swing 9° 24.00 
2996 E. 72nd St. 
THE ADAPTI CO. Cleveland, Ohio 
VA-100 1-VP 1 100 Pendant 4 tbs. $3.80 
VG-100 1-VP 1 100 3)” 0. Box 4" 4.55 
BVG-100 1-VP 1 100 4” 0. Box - ee 5.05 
9110-V 1-VP 1 100 V type 4" 4.50 
9110-108 1-VP 1 200 V type 5 * 5.40 
9108 1-VP 1 100 A type a" 450 
9100-160 1-¥P 1 200 A type 5 * 5.40 
98 





No.of Lamp : 
Cat. Ne Type Lamps Watts Special Features Wt. Price 
79110 1-VP 1 100 X type . 4.15 
79110-1086 1-VP 1 200 X type Be 5.60 
9110-VG 1-VP 1 100 VG-type ee 4.75 
9110VG-100 1-VP 1 200 VG-type g * 5.60 
9110-VJ 1-VP 1 100 VS-type _* 5.15 
9110-VJ-100 1-VP 1 200 VS-type 5 * 5.90 
SI00A 1-VP 1 100 4” 0. Box _* 4.10 
9100A-100 1-VP 1 200 4’ 0. Box 3 * 5.00 
$100VG 1-VP 1 100 3:” angle 5° 5.45 
9100VG-100 1-VP 1 200 3)” angle B 6.30 
9500A 1-VP 1 100 4” angle gS * 5.95 
9500A-100 1-VP 1 200 4” angle 6" 6.80 


ALL-BRIGHT ELECTRIC PRODUCTS CO. = 3817-25 N. Kedzie Ave. 


Chicago 18, lil. 

CR 202 IND-F 2 20 15 tbs. $13.00 
CR 402 IND-F 2 40 3° 24.00 

| CR 285 IND-F 2 85 55" 47.00 
| RU 402 COM-F 2 40 Glass enclosed 40" 37.50 
| RU 404 COM-F 4 40 Glass enclosed 60 " 51.50 
RU 296-2 COM-F 2 51° Glass enc., Slim-line 70" 83.00 
RU 496-2 COM-F 4 51° Glass enc., Slim-line 100" 110.00 
RUL 402 COM-F 2 40 Glass enc., louvered 40" 41.50 
RUL 404 COM-F 4 40 Glass enc., louvered 5° 56.50 

| RUL 296-2 COM-F 2 51° Glass enc., Slim-line 65" 91.00 
RUL 496-2 COM-F 4 51 Glass enc., Slim-line 95" 120.00 
XUG 240 COM-F 2 40 Shallow glass encl. 46 " 43.50 
XUG 440 COM-F 4 40 Shallow glass encl. 56 " 69.00 
XUG 296-2 COM-F 2 51° Shallow glass Slim-line 100 " 93.00 
XUG 496-4 COM-F 4 15 Shallow glass Slim-line 115" = 154.00 
XUL 240 COM-F 2 40 Shallow glass louver 40°" 45.50 
XUL 440 COM-F 4 40 Shallow glass louver 50 " 71.00 
XUL 296-2 2 51 Shallow glass Slim-line 90" 97.00 
XUL 496-4 4 75 Shallow glass Slim-line 105" 158.00 
SRTL 240 2 40° Snap on troffer 39.00 
SRTL 296-4 2 75 Snap on trofter 84.00 
SRTCL 296-2 2 51° Snap on control lens 96.00 


AMERICAN FLUORESCENT CORP. S07 Brad 
499 F-RES 1 32 White enamel $10.85 
499-C F-RES 1 32 Chrome 11.90 
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Cat. No. 


F-44-420 
F-45-425 
Lun-240 
Lun-440 
Lur-440 
440 Super 
240M 
A-490 


S-140 
NKU-224C 


APPLETON 


Al-74 
Al78 
G-90 
G-5288 
G-7544 
G-8644 
G-77 
G-36287 


G-53212 
G-53220 


G-52216 
C-940 


G-220 
G-685 


G-7232 
A-101 


G-37294 
G-23220 


No. of 
Lamps 


Lamp 


Type Watts 


COM-F 4 2 
COM-F 4 B 
COM-F 2 4 
COM-F 4 4 
COM-F 4 
COM-F 4 4 
IND-F 2 4 
COM-F 4 % 


COM-F 1 40 
RES-F 2 20 


ELECTRIC CO. 
EP-F 2 40 
EP-F 2 100 


FL 1 750 
1500 
1-IND 1 50 
60 
FL 1 750 
1500 
FL 1 750 
1500 
IND-0 1 300 
500 
1-IND 1 750 
1500 
1-IND 1 100 
1-IND 1 Tt 
1500 
1-IND 1 200 
COM-I 1 40 
60 
IND-VP 1 60 
200 
IND-DP 136 
100 

1-RES 
EP-IND 1 60 
500 
1-IND 1 300 
500 
1-IND 1 300 
500 


Special Features 


Surface mt. 
Surface mt. 
Louver plastic side panel 
Louver Plastic side panel 


Louver round plas. side panel 


Open type 

Open end available all sizes 
200 mill. open type available 
other sizes & shielded 
Available also in all sizes 
Chrome bullet end 


List 


wi Price 


14.35 
18.95 
28.75 
37.15 
45.95 
23.95 
11.70 
52.95 


4.42 
6.56 


1701 Wellington Ave. 


Conventional or 45° mtg. 
Conventional or 45° mtg. 
Vitreous fired porc. enam. 


8-way refl. for stockroom 


Chicago 13, Ill. 


Alzak electro-chem. processed 


Hinged cover, weatherproof 
Standlite 
Closed end high mtg. 


Diskonect refi. 
Diskonect refi. 


Separable refl. porc. enam. 
Keystone sign refi. 


Clear globe, cast hood 
With wire guard 


Yard light 
With malleable guard 


High bay angle 
Diskonect glas-steel diffuser 


ARTCRAFT FLUORESCENT CORP. 


SL-400 
M-400 


1-303 
R-300 
SL-9009 


1113 
1110G 


1106 
1108 


SLM-SC 1 # 
F-SC 1. 4 

< = 

‘. 

3” 
1-SC 4 160 
F-SC 1 4 

18” 

‘. 

6" 
SLM-COM 1 51 
F-COM 1 100 
F-COM 1 15 
F-COM 2 
F-COM 4 160 
F-COM 1 40 
F-COM 1 40 


ART SPECIALTY CO. 


Flexo 4303 

Flexarm 4448 
Flexarm 4444 
Litemaster 47 


F-l-IND-P 2 3 
F-P 1 1 
F-IND-P 2 ww 
F-P 1 6 


Stainless Steel 
Natural Bronze 


Nickel Silver 
Stainless Steel 


White Enamel 
White enamel 
White Enamel 
Silver Tone 

White Enamel 
White Enamel 
White Enamel 


Adjustable 
Adjustable 
Adjustable 


248 McKibbin St. 
Brooklyn 6, N.Y. 


$48.50 
44.10 


37.10 
40.50 


31.60 
24.90 

5.70 
24.00 





10.90 | 


17.60 


3245 W. Lake St. 


Chicago 24, Ill. 


WOlbs. $16.75 
7 n 


7.50 
le 12.95 
ze" 7.00 
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Cat. No. 


No.of Lamp 
Lamps Watts 


Type 


Special Features wi 


ATLAS STEEL PRODUCTS CO. 


SL 496 
SL 296 
F15448 
F16448 
IND 248 
IND 148 
S$ 124 
$148 

S 448 
WA 448 


SLM 4 

SLM 2 

F-COM 4 40 
F-COM 4 4 
F-IND 2 40 
F-IND 1 40 
F-SW 1 20 
F-COM 1 4 
F-SW 4 4 
F-SW 4 4 


THE M. B. AUSTIN CO. 


REA-1 
REA-2 
SPB-12 
SPB-14 
SWB-12 
SWB-14 


100 
100 
100 


100 
100 


— 


Unwired 
Unwired 
Unwired 
Unwired 
Unwired 
Unwired 
Unwired 
Unwired 
Unwired 
Unwired 


Farm Lights 
Farm Lights 
Yardlights 
Yardlights 
Yardlights 
Yardlights 


BELSON MANUFACTURING CO. 


14448-L 
12551 


5669 
1252 
DVS-340 
6018-P 


COM-F 4 40W 
RES-I 1 4 
100W 

SL-I 4” 100- 
0.G. 150W 

| 1 B 
FL 1 500W 
VP-F-DP-F 3 40 
P-I 9 100W 


Shallow with louvers 
Rec. for effect Itg. 


Shallow light border 


Exit sign 
Light weight 
Shallow type 
Footlight 


BENJAMIN ELECTRIC MFG. CO. 


1643 
7644 
1537 
5569 
$-1822-L 
T-1876 
7613 


IND-1 1 200 
IND-I 1 3-500 
IND-I 1 3-500 
0-1 1 100 
0-1 1 100 
I 1 100 
EP-I 1 200 
DP-VP-I 1 100 

150 
FL 1 7 

1500 
F-IND 40 


2 
F-IND 3 
IND-F 2 
IND-F 3 40 
IND-F 2 
VP-F 2 
VP-F 3 


Removable 
Removable 

Elliptical angle 

Sign lighting 
Emblem sign 

Feeds under bin light 
With guard & refi. 
Weather-proof 


2-in-1 


“Springlox” holder 
“Springlox” holder 
“Springlox” holder 
“Springlox” holder 
“Springlox” 
“Springlox” 
“Springlox” 


BRIGHT LIGHT REFLECTOR CO. 


2152P 
2152PTS 


3152P 
3152PTS 


2160P 


IND-F 2 40 
IND-F 2 40 


IND-F 3 40 
IND-F 3 40 


IND-F 2 100 


RLM open-end, porc. enam. 
RLM open end, porc. enam., 


Turret sockets 


RLM open-end, porc. enam. 
RLM open-end, porc. enam. 


Turret sockets 


RLM open-end, porc. enam. 


List 
Price 


248 McKibbin St. 
Brooklyn 6, N.Y. 


1405 Shermer Ave. 
Northbrook, Ill. 


1446 W. Van Buren St. 
Chicago 7, Ill. 


35 Ibs. $69.50 
3° 13.50 
." 9.00 ft. 
10 " 
15" 
65 " 
15 " 


26.00 
21.50 
72.50 
79.50 


Des Plaines, III. 


$ 6.45 


61.40 
72.10 


Fairfield & State 
Bridgeport 5, Conn 


30 Ibs. $30,00 
31" 31.00 


Kh] " 
6 " 


41.00 
42.50 


- 55.00 


99 





No.of Lamp List 


No.of Lamp 








Cai. No Type Lamps Watts Special Features Wt. 
CURTIS LIGHTING, INC. 6135 W. 65 St 
Chicago, lil. 
3525-CLH COM-F 2 40 25° length-wise shielding 
3545-CLH COM-F 2 40 45° length-wise shielding 
7502-CLH COM-F 2 175 8-foot luminaire 
51-CLH COM-F 4 40 
52-CLH COM-F-1 2 40 With two spot lamps 
2 150 
PAR 
3B 
53-A COM-F 1 40 “Wall-strip” for shelves, etc. 
4060-CLH COM-F 2 40 “Forty-sixty” luminaire 
4065-CLH COM-F 2 40 4060-type unit, decorative louver 
4061-CLH COM-F 2 85 Five-foot 4060-type unit 
4062-CLH COM-F 2 40 Low-brightness lamps, 
without louver, 5’ unit 
4063-CLH COM-F Z 40 Special steel louver 
4064-CLH COM-F 2 40 Uses low-brightness lamps, 
standard louver, 5’ unit 
2240 COM-I-SP 1 150- Downlight rec. unit 
PAR 
38 
| 2231 1-SP 1 150 For 4060-type luminaries 
PAR 
38 
2232 1-SP 1 150 Corner spot lamp for 
“— 4060-type units 
2234 1-SP 1 150 Corner surface box for 
PAR- 4060 units 
38 
| 2236 1-SP 1 150 In-Line pendant box for 
PAR- 51 units 
38 
2233 1-SP 1 150 Ceiling-mounted corner 
o box for 51 units 
1711-04’ COM-F 1 40 Alzak alum. louvered troff. 
1712-4’ COM-F 2 40 Alzak alum. louvered troff. 40 ths. 
1713-C4 COM-F 3 40 Alzak alum. louvered troff. 44 " 
1721-C4 COM-F 1 40 “Fluracite” steel louvered 
troffer 
1722-C4 COM-F 2 40 “Fluracite” steel louvered 49 " 
troffer 
| 1723-C4 COM-F 3 40 “Fluracit’e’ steel louvered 33 * 
troffer 
1751-C4 COM-F 1 40 “Fluracite” steel glass panel 
troffer 
1752-C4 COM-F 2 40 “Fluracite” steel glass panel 52 " 
troffer 
1753-C4 COM-F 3 40 “Fluracite” steel glass 56 " 
panel troffer 
1762-C10 COM-F 2 40 Alum. refi. low-brightness hd 
troffer unit 
1762-C5 COM-F 1 40 Alum. refi. low-brightness a * 
"i troffer unit 
980-C COM-F 2 40 Alzak alum. ceiling-mtd. 26 Ibs. 
SkyLux luminaire 
| 990-C COM-F 2 40 Steel ceiling-mtd. SkyLux 32 " 
unit 
2235 COM-I-SP 1 150 Surface box for 980 & 
PAR- 990 units 
38 
940-C Series COM-F-  Forl-15- Deep refi. CurtisStrip 
IND 20, 30 or 
40-watt 
973-C Series COM-F- For 1-15, Deep refl. CurtiStrip 
IND 20, 30 or Alzak finish 
40-watt 
CUTLER SIGN ADV. CO. 2026 N. 22nd St 
Phila., Pa. 
CC-COM- 4 50 Push-Pull Sockets 43 tbs. $73.34 
IND Single Pin lamp terminal 





Cal. No Type Lamps Watts Special Features wi Price 
7160P IND-F 2 100 RLM closed-end, porc.enam. 60 " 62.50 
2200PT IND-SLM 2 51 Slimline 64 " 67.50 
2425PT IND-SLM 2 15 70 78.50 
4P040C IND-F 4 40 8 Continu-Lite 60 " 58.00 
4PO40CTS IND-F 4 40 8 Continu-Lite‘ Turret sockets 62 " 60.00 
6P040C IND-F 6 40 8 Continu-Lite 70" 80.00 
6PO40CTS IND-F 6 40 8 Continu-Lite, Turret sockets 72 " 83.00 
2148GL COM-F 4 40 “Vanguard” 45 " 67.25 
512-520 IND-I a RLM Dome type 
1 
900-950 IND-I 100- RLM Deep bow! 
1500 
617-651 IND-I a RLM Sym. angle 
1 
18850 IND-I 750. RLM High-bay 26 " 16.50 
1500 
3750 FL-I 750- Porc. open type 18 " 22.50 
1500 
8750 FL-I 750- Alzak iopen type 14" 33.00 
1500 
39500 FL-I 300- Island light 18 " 20.00 
500 
1-115 Market St. | 
COLONIAL ELECTRIC PRODUCTS, INC. FA mong 
SE 408 CC-COM 4 42 15000 Hour lamp 35 lbs. $52.50 
RG 408 CC-COM 4 42 15000 Hour lamp 45" 80.00 
408 CC-IND 4 42 15000 Hour lamp 40" 52.50 | 
LS 408 G CC-COM 4 42 15000 Hour lamp 3B" 82.00 | 
L-200 COM-SLM 4 51 15000 Hour lamp a * 53.00 
«Without Lamps 
. 889-891 Broadway 
CONDI-LITE CORP. ON Ooeateny | 
PAR-38FR COM-I-SP 1 150 Pin hole rec. spotlight $12.20 | 
PAR-L COM-I-SP 1 150 Louvered rec. downlight 14.45 
4C-6FR COM-| 1 60 Shallow rec. Holophane lens 12.20 | 
6C-7FR COM-! 1 100 Shallow rec. Holophane lens 15.75 
8C-15FOH COM-| 1 150 Shallow rec. Holophane lens 23.90 
12C-30FOH COM-! 1 300 Shallow rec. Holophane lens 34.40 
13CC-30FR COM-| 1 300 Shallow rec. Holophane lens 41.65 
C2 COM-! 1 40 Hospital louver, rec. nite lite 9.45 
12C-15FP COM-| 2 1-150 Rec. Hosp. psychiatric unit 38.30 
1-10 Holophane lens 
F240-VP DP-F 2 4 79.90 
18901 St. Clair Ave. 
CRESCENT METAL PRODUCTS, INC. Cleeiend 18, Obie 
440 LG COM-F 4 40 Glass-louvered 50 Ibs. $22.95 
240 LG COM-F 2 40 Glass-louvered 45," 17.45 
496 C COM-SLM 4 51 200-300 MA - he 32.00 
296 C COM-SLM 2 51 200-300 MA 40" 19.75 
296 R COM-SLM 2 51 Glass-louvered ih 41.36 
396 R COM-SLM 3 51 Glass-louvered 70 " 50.64 
240 R COM-F 2 40 Glass-louvered 26 " 20.35 
340 R COM-F 3 40“ Glass-louvered 30" 24.30 
440 R COM-F 4 40 Glass-louvered 38 " 28.50 
240 | IND-F 2 40 a * 9.25 
3401 IND-F 3 40 4" 13.25 
236 | IND-SLM 2 51 200-300 MA 50 " 22.15 
496 | IND-SLM 4 51 200-300 MA 60 " 36.00 
215 C COM-SLM 2 175 48" 23.15 
2715 R COM-SLM 2 15 68 " 45.36 
2715 1 IND-SLM 2 175 5° 26.75 
285 | IND-F 2 8 3%" 20.00 
100 
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Cat. No. 


Type 


No.of Lamp 
Lamps Watts 


Special Features 


DAY-BRITE LIGHTING, INC. 


8248 B 
10200-4 
70300-4 
45220-4 
46202-4 
55202-5 
46200-4 
46220-4 
46420-4 
46422-4 
L-42190-4 
L-42290-4 
42245-4 
42345-4 
42235-4 


42335-4 
42255-4 
42355-4 
42215-4 
44610 
M-21118 
43220-4 


42216-4 
40281-W 
40391-W 
50231-NBW 
40240-W 
40255-W 
40345-W ij 
50255-W 


1610 CY 
1614 CY 
1671 
165 


$5140 
$-851-RH 
$-135-RHU 
80112 


80127 


95200 

92290-8 
93225-8 
92275-8 


i. 


DAZOR MANUFACTURING CORP. 


UL-2134-16 
UL-3134-R1 
UL-2324-16 
UL-2434-16 
UL-3434-R1 
UL-2634-16 
UL-2234-16 
UL-3234-R1 
M-209B 

M-210B* 


COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 


COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 


COM-F 
IND-F 
IND-F 
IND-F 
IND-F 
|IND-F 
IND-F 
IND-F 


SC-F 
SC-SLM 
SC-F 

SC-I 
COM-I 
COM-I 
COM-| 
SP-I 

SP-I 
COM-SLM 
COM-SLM 


COM-SLM 
COM-SLM 


IND-F 
IND-I 
RES-F-P- 
COM-F-P 
COM-F 
COM-F 
COM-F 
RES-F-P 
COM-F-P 
IND-I 
IND-F 


IND-F-P 


rh @ RO RO oe ee RO RO RO RO RO Ww RO ROD 
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<< e) 


2 
1 
2 
2 
1 
2 
2 
1 
3 
3 


40 
40 


15 

40 
60 
15 
15 

40 
60 
15 
15 

40 
60 
6 


High efficiency bare lamp 
Fully enclosed 

Higher output enclosed 
Exposed troffer 

Alzak center louver 
Snap-on enclosure 
Economy open type 
All-metal shielded 


All-metal snap-on enclosure 


Open-unit and continuous 
Unit & Cont. troffers 
Lift-out louvers 

Boxco louvers 

Unit & Cont. troffers 
Troffer lift-out hinge 
glass 

Unit & Cont. troffers 
Lift-out controlens 

Cont. line of lenses 
Diffuse Alzak troffer 
Unitized louverall 

Comb. air-outlet unit 
13)” curved lens in 12” 
opening 

All-white parabolic troff. 
Turret sockets 
One-piece closed-end refl. 
Units & cont. same parts 
33” spacing turret socket 
One-piece top & refl. 


One-piece top turret sockets 


One-piece top & closed 
end refl. 
Twist & lift sockets 


” Ejector sockets 


Complete assembly 
Hinged sockets 


Controlens 

Drop-hinge frame 

Round Drop-hinge frame 
Adjustable use with 
surface fixt. 

Adjustable use with 
troffers 

Open-surface or suspended 
Troffer lift-out louvers 
114” curved controlens tr. 
Alzak Parabolic 


Universal Model, 
Floating Arm 
Universal Model, 
Floating Arm 

Desk Model, Floating 
Arm 

Bracket Model, 
Floating Arm 

Bracket Model, 
Floating Arm 

For business machines, 
Floating Arm 
Pedestal Model, 
Floating Arm 
Pedestal Model 
Floating Arm 
Universal Model, 
Floating Arm 
Pedestal Model, 
Floating Arm 


«Magnifiers with fluorescent lighting. 
Bulbs not included, slightly higher in West. 


wi. 


List 


Price | 


5411 Bulwer Ave. 


Cat. No 


DETROIT INDUSTRIAL PRODUCTS 


49-MBL 
49-PL 


DIEHL MANUFACTURING CO. 


876605 
876669 


EAGLE ELECTRIC MFG. CO., INC. 


300 
575 


361 
363 
348 
381 
362 
389 


395 
386 


| 383 


St. Louis 7, Mo. 
27 Ibs. $33.00 
3° 70.00 
6° 84.00 
36 " 44.00 
%* 40.00 
3 * 81.50 
mn * 23.35 
32 * 35.80 
- 66.50 
36 " 47.30 
5" 36.40 
30 " 40.70 
30 " 52.70 
34" 66.20 
42 " 51.20 
46 " 64.70 
44 " 60.20 
48 " 73.70 
22" 61.90 
170 " 
3° 40.60 
46" 83.90 
2" 51.20 
33" 36.00 
40 " 51.50 
55" 61.50 
29°" 33.50 
32 * 38.50 
5" 47.00 
4] " 68.50 
9" 26.10 | 
233" 48.80 
14" 32.00 
2° 5.50 
12° 15.40 
24°" 26.60 
37° 46.80 | 
WwW" 20.00 
16 lbs. $28.20 
56 " 80.00 
58 " 91.20 
78" = 151.40 
46" 134.30 


4481-87 Duncan Ave. 


St. Louis 10, Mo. 
10: Ibs. $23.50 
3° 14.25 
23 31.25 
a * 23.50 
-* 14.25 
4." 31.00 
36 37.00 
_” 28.50 
13 ' 36.50** 
a * 50.00+* 
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349 
572 
573 
370 


ELECTRO MFG. CORP. 


1045 
1025 
1047 
1044 
1022 
1046 
1026 
2020 
B10! 


BIOIT 
Bi0IP 
BIOICEP 
Bi02CEP 


| TG3240 


TG2240 


TG1240 
$B45 


$BG555 
6050 


Type 


IND-I-F 
LP 


IND-SP 
IND-SP 


RES 
RES-SP 


RES 

RES 

COM 
COM 

RES 

COM 
RES-COM 
COM 
RES-COM 
RES 
RES-COM 
RES-COM 


COM-RES 


COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
IND-F 


IND-F 
IND-F 
IND-F 
IND-F 


COM-F 
COM-F 


COM-F 
SP-I 


SP-I 
P-F 


No.of Lamp List 
Lamps Watts Special Features wt Price 


8827 Strathmoor 
Detroit 28, Mich. 


1 608 


100 


1 100 & 


1 
1 


1 


mR POR RO e SR 


150 


1137 Finderne Ave. 
Somerville, N.J. 


20 With 110 120 volt primary, 3ibs. $9.00 
6 volt secondary transformer 

20 With 210 220 vott primary, 9.00 
6 volt secondary transformer 


23-10 Bridge Plaze South 
Long Island City, N.Y. 


40 Removable shade 13 Ibs. $2.00 
25 Adjustable & mangifying 1 * 2.60 
lens 
40 Mell-O-Ray plastacele 13° 2.30 
window 

40 3-way switch 4° 2.20 
40 Hidden extension arm 1" 2.10 
40 Clamp-on type WW" 2.20 
T-12  Fluralamp 2" 5.00 
14W 
40W Adjustable medical floor 6 * 15.00 
60W lamp 
40W Gooseneck desk lamp 4° 2.30 
40W Attachable gooseneck a * 2.00 
40W  Reflecto-desk lamp _ * 3.00 
T-10 Baby grand piano lamp We" 2.10 
25W 

20W Kitchen plug-in $3 * 7.00 
T-12 built in ends 

20W Permanent type » 7.00 
T-12 Built-in ends 5 7.00 
250 Clamp-on infra-red lamps >, 3.10 


2000 W. Fulton St. 
Chicago 12, Ill. 


40 Wafer thin louver 42 Ibs. 

40 Wafer thin louver a * 

40 Streamline design 28 | 

40 Wafer thin open luminaire 28 ' 

40 Wafer thin open luminaire 19 " 

40 Wafer thin glass bottom 48 " 

40 Water thin glass bottom »* 

40 School unit a * 

40 Heavy duty ind.-lok-latch »* 
fastener 

40 Turret ind.-lok-latch _ 
fastener 

40 Porcelain enamel refi. a 
lok-latch 

40 Closed-end porcelain 34" 
enamel refi. 


40 One piece channel close 67 ' 
ends porc. enam. refl. 

40 Troffer hinged louver 38 " 

40 Troffer hinged glass 43" 
panel 

40 Open bottom troffer _* 

150 Adjustable spot-lite box hy 


for 41045 & 1025 
150 Adjustable troffer spot , 10 " 


lite box ° pa 
8 Gen. streamlined utility 3° 
light 


101 





No.of Lamp 
Lamps Watts 


Cal. No Type 


THE ERICSON MFG. CO. 


70 vP 1 
603-R P 1 & 
144-R P 1 100 
N vP-P 1 & 
123 IND-P 1 6 


FLOURESCENT EQUIPMENT & MFG. CO. 


27271 SLM 2 
26471 SLM 4 
5251 COM-F-SW 2 40 
2362 1-F-RES 2 18 
2 60 
121 IND-SLM 2 
17451 COM-F 4 40 
+200 Mill. 
+*300 Mill. 
e425 Mill. 


FLUORES-O-LITE CO. 


3002-48 F 2 40 

2202-48 F-IND 2 40 

1604-48 F-COM 4 4 

6604-48 F-COM 4 4 

H803-48 F-COM 3 40 

6754-48 F-COM 4 40 

6804-48 F-COM 4 4 

H6503-48 F-COM 3 40 
6704-96 F-COM- 4 51 
SLM 200 

MA 

2204-96 F-IND- 4 51 
SLM 300 

MA 


THE FRINK CORP. 


Series 3 COM-F 234 40 
Ti2 
Series 4 COM-F 2,34 40 
Ti2 
Series 5 COM-F 234 40 
Ti2 
Series 6 COM-F 234 40 
Tl2 
Series 7 COM-F 234 40 
Ti2 
Series 8 COM-F 234 40 
T12 
Series 11 COM-F 24 40 
Ti2 
Series 12 COMF 24 4 
Ti2 
102 


List | 
Special Features wi Price 
5209 Euclid Ave. 
Cleveland 3, Ohio 
All rubber 34 Ibs. $9.80 
Socket with cord grip yn 2.00 
clamp 
Pig tail socket ie 2.90 
Barrel light : i 19.90 
Inspection WW" 9.45 
2570 Superior Ave. 
Cleveland 14, Ohio 
Flip-O- Matic louver 50 tbs. $61.25+ 
6750+ | 
T1.25+++ 
Open refi. swing body 65 " 79.50+ 
9450+ 
99.50+** 
Angled refi. 21" 29.65 
Circle-Arc tubes, 10 " 23.00 
& Incandescent 
Heavy-gage steel 60 " 87.50 
removable refl. 102.50++ 
107.50+ 
For schools * 61.40 


Evans Terminal, No. Broad St. 
Hillside, N.J. 


Channel 
industrial 
Stamped perforated ends > 36.00 
Glass panel sides louver 40" 68.00 | 
bottoms 
Rec. shielded Holophane 40" 68.00 
lenses 

Water type-louver shielded 
Curved glass panel sides 
louver bottom 

Holophane lenses at top 

& bottom 

Glass panel sides louver 
bottom 


15 Ibs. 
5 " 


$14.00 
19.00 


38 " 
39 " 


77.00 
79.00 


44" 91.00 


82 " 146.00 


78 " 89.00 


2701- Brigde Plaza North 
Long Island City 1, N.Y. 


Bare lamp 


V-type hinged detachable 

glass panels 

Curved glass side panels 

louver or glass bottom 

Flat angled glass side panels 
louver or glass bottom 
Completely encl. V-type, hinged 
detachable glass panels 
Completely encl. half-round hinged 
detachable glass panels 

3” deep metal sides, louver 

or glass bottom 

2” deep glass paneled sides, 
louver or glass bottom 


| Cat. No. 


Series 21 
Series 22 
Series 27 
Series 31 
Series 32 


Series 41 


Type 


COM-F 
COM-F 
COM-F 


COM-F- 
SLM 
COM-F 
SLM 
COM-F 


H. C. FRISBIE CO. 


198 
C250 
265 
C12 
F36S 
100VP 
818 


| $2 


$5 


1-RES 
1-RES 
1-RES 
1-RES 
1-RES 
1-VP 
1-COM 


1-RES 
1-RES 


No.of Lamp 
Lamps Watts 


23,4 40 
Ti2 
2,34 40 
T12 
2 4 
T12 
24 8 
Ti2 
24 8 
Ti2 
24 40 
Ti2 


SRxssee 
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Special Features 





List 
wi. Price 


Metal sides, louver or glass 


bottom 


Glass paneled sides, louver 


or glass bottom 


Parabolic refi. surfaces 


Metal sides, louver or 


glass bottom 


Glass paneled sides, louver 


or glass bottom 


Metal sides, louver or glass 


bottom 


Brkt. W/SW 
Ceil. Harp 
Chandelier 

4 Tier Crystal 
Crystal Chand. 
Chrome or brass 
Swivel rod holder 


GARDEN CITY PLATING & MFG. CO. 


40 
40 
40 
40 
40 


nrN —nmernr 


—_— meer 
oo 
ao 


4 4 
2 40 


40 


40 
40 
85 
40 
40 
40 


7146 COM-F 
7846 COM-F 
7156 COM-F 
7856 COM-F 
8000 COM-F 
5000 COM-F 
$L5000 COM-F 
5050 COM-F 
$L5050 COM-F 
7718 COM-F 
7864 COM-F 
4400 Sct 

7580 SP-I 
GEECO INC. 
(Formerly American Metalcraft Corp.) 
1004 COM-F 
1024 COM-F 
1048 COM-SLM 
1624 COM-F 
1628 COM-SLM 
1424 F-IND 
1434 F-IND 
1425 F-IND 
1224 F-IND 
1424-T F-IND 
1434-T F-IND 


wren he & Po Phe PR 


Rec., shallow troffer 
Rec., shallow troffer 
Rec., deep troffer 
Rec., deep troffer 
Adda-strip 


Louver, plastic sides 
Louver, plastic sides 
slimline 


High Efficiency 
High Efficiency 
Glare-proof 
Glass side panels 
Slimline 


Finger tip adj. 


Steel louver 

Steel louver 

Steel louver for all 8 
SLM 

Louvered troffer 

For all 8’ SLM 


Turret L. H. 
Turret L. H. 


GIANT MANUFACTURING CO. 


2525 


FL-O 


2 1500 Open type wide beam 
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1120 E. Pico Bivd. 
Los Angeles 21, Calif. 


15 Ibs. $ 4.50 
4" 611.3 
8" 279.85 
Wo" «= 32.25 
42." 346.20 
> Ts 3.60 
.* 6.90 
6 " 19.50 
8" 3450 


1750 No. Ashland Ave. 


Chicago 22, Ill. 
44 Ibs. 
x? | Ui] 
4)" 
“" 
3 to 
7 
xa * 
42 " 
x!) " 
67 " 
4] " 
aj * 
183 " 
1 1 n 
1008 So. 8th St. 
St. Louis, Mo. 
45 lbs. $50.95 
»* 40.95 
98 " 99.00 to 
145.00 
40" 27.50 
96 " 
41" 22.95 
2 * 33.55 
60 " 41.3 
D* 18.50 
41" 26.00 
32 * 39.50 


6th St. & 12th Ave. 
Council Bluffs, lowa 


50 Ibs. $45.00 
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No.of Lamp List 
Cal. Ne Type Lamps Watts Special Features wt. Price | 
GILL GLASS & FIXTURE CO. Amber & Tioga Sts- 
Phila. 34, Pa. 
324 COM-F 2 40 Louvered, high eff. 33 ths. $23.60 | 
4d COM-F 4 40 Louvered, high ef. 47" 35.20 | 
SL-328 SLM 2 75 Louvered, high eff. 66 " 56.30 | 
SL-348 SLM 4 175 Louvered, high eff. 92 " 86.50 
150 1-SP 1 150 Adjustable “down-lite” 8 " 10.85 | 
250 1-SP 2 150 Adjustable “down-lite” 9: "17.00 
520-P 1-COM 1 300- Indirect 8 " 13.60 
500 
Silv. 
bowl 
120-P 1-COM 1 300- Indirect 7" 13.50 
500 
128 SLM 2 51 Open type 50" 36.20 
148 SLM 4 51 Open type 5 " 63.75 
98028 COM-F 2 40° Rec. open type troffer 6" 40 | 
9832B COM-F 2 40 Rec. flat ribbed glass 54" 31.40 
9842B COM-F 2 40° Rec. flat lens glass 49" = 33.25 
98528 COM-F 2 40 Rec. louvered type 51" 31.40 
9862B COM-F 2 40 Rec. curved lens glass 60 " 40.50 
SL-98528-B SLM 2 175 Rec. louvered type 90" 72.00 
B440 COM-F 4 40 Louvered type 46" 66.15 
GLOBE LIGHTING PROD., INC. 397 Seventh Ave. 
Brooklyn, N.Y. 
KG 104-40 F-COM 4 40 High lighting eff. 49 Ibs. 
KG 108-8 SLM-COM 4 = 51 Pivot hinged const. 110 " 
KG 242-40 F-COM 2 40 Light output 86.52; 25°" 
KP 60-40 F-COM 2 40 Plastic sides, school unit 5" 
K 92-40 F-COM 2 40 Hy-curv. louver design a * 
K 42-40 F-COM 2,3, 40 Rec. swing-away louver a* 
or 4 28" 
30" 
KG 130-40 F-COM 1 40 Pre-fab custom-built a 
C-552 1-COM 1 300 Glare-free w* 
GOOD MFG. CO., INC. 618 W. Elm St 


No.of Lamp 

Cat. No Type Lamps Watts 
M3130 F-COM 4 4 
| M3750 F-COM 2 40 
| M3752 F-COM 2 85 
M3560 F-COM 1 40 
61 F-COM 2 4 

66 F-COM 3 40 
M3852 F-IND 2 40 
M3953 F-SW 3 40 
M3720 1-SP 1 150 


HOLDENLINE COMPANY 


CP-240 COM-F 2 40 
| CP-240-C COM-F 2 4 
CED-80 COM-F 2 40 
CED-80-L COM-F 2 40 
RD-80 IND-F 2 40 
CSS-80 IND-F 2 40 
CIS-80 IND-F 2 40 
| CSS-120 IND-F 3 40 
CSS-200 IND-F 2 100 
CSS-220 IND-F 2 2 
CSS-221 IND-F 2 2 
CSS-320 IND-F 3 2 
JR-24 IND-F 1 2 
JR-25 IND-F 1 20 
JR-48 IND-F 1 40 
JR-50 IND-F 1 40 


Chicago 10, til. 


HOMECRAFT ELECTRONIC 

¢3 RES-COM 3 5A 

M2 RES-COM 3 120 

& 32 

B2 RES-COM 1 32 
‘Less Bulbs 


THE HUENEFELD CO. 


121 IND-FL 1 2 
| 131 IND-FL 1 W 
| 141 IND-FL 1 40 

240 IND-FL 2 40 

2040 IND-FL 2 40 
| 2-100 IND-FL 2 100 

W-32 RES-FL 1 2 

W-32-F RES-FL 1 2 

B-15 RES-FL 1 15 

B-15-0 RES-FL 1 8 


1402 IND-F 2 40 Full refi. socket-loc. 30 Ibs. $21.95 
2474 COM-F 4 40 45-35-louver 42 " 59.25 
TH 143 Tuttle Ave- 
E GREGG MFG. CO. nate tak 
2350 1-P 1 up Direct or indirect 1} Ibs. $1.95 
to60 all metal 
T-945 I 1 up Fits all kitchen ranges z* 4.95 
to 60 
THE EDWIN F. GUTH CO. 2615 Waslrington Ave. 
St. Louis 3, Mo. 
M4500 F-COM 2 40 Hinged lenses 26 Ibs. $33.00 
M4505 F-COM 2 85 Hinged lenses 40" 59.50 
M4510 F-COM 4 40 Hinged lenses 38 " 54.00 
M2505 F-COM 2 40 3to1 Itg. 20 " 31.00 
M2506 F-COM 3 40 3tol Itg. 26" 43.50 
MAddd F-COM 2 40 Hinges for relamping 30" 40.50 
M4445 F-COM 2 85 Hinges for relamping 44" 72.00 
M3128 F-COM 2 40 High eff. nm * 27.00 | 
M3128 F-COM 3 40 High eff. a* 39.50 | 
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ILLUMINATING ENGINEERI 
UX-480 com-cc 64 «(42 
U-280 com-cc 2 (4 
1EC-480 COM-SLM 4 5 
1EC-480 cOM-cC 4 (42 
1EC-680 COM-SLM 6 51 
1EC-680 cOM-CC 6 (2 
1EC-481GL «= COM-CC, 42 
1EC-483GL_ = IND-CC 442 
1EC-482GL COM-CC «4 «(42 


List 

Special Features i Price 

High eff. 33" 45.00 
Luminous indirect 18 " 42.00 
Luminous indirect 7 * 69.50 
Recessed 19" 26.50 
Recessed > a 29.00 
Recessed a * 46.00 
Turret sock.-hinged refi. iy 26.50 
Turn-around refi. a* 43.50 
PAR adjustable 45 is 14.50 


2301 Scranton Rd. 
Cleveland 13, Ohio 


Plastic louver 26 Ibs. $33.90 
Plastic louver 26 " 33.30 
Plastic & steel louver 2 * 31.00 
Plastic & steel with 27 * 33.00 
center louver 

Chan-L-Run 28 " 25.80 
Chan-L-Run 24" 23.80 
Chan-L-Run 28 " 33.20 
Chan-L-Run 30 " 35.80 
Chan-L-Run 36" 47.20 
Chan-L-Run 10 " 13.00 
Chan-L-Run 12" 18.60 
Chan-L-Run 13 * 16.60 
Chan-L-Run g* 9.40 
Chan-L-Run 10" 13.80 
Chan-L-Run 16 " 15.20 
Chan-L-Run 18 " 19.60 


PRODUCTS 1208 So. Kedzie Ave. 
Chicago, Ill. 

Nonslip holders 12 tbs. $18.25» 

Comb. Circline & two 12 * 18.25+ 

incand. 

Recessed holders 10 " 17.25* 


2701 Spring Grove Ave. 
Cincinnati, Ohio 


6 Ibs. §$ 4.09 
7 * 7.50 
1} ig 7.50 
195 " 16.70 
a °* SS 
4." 52.75 
85 " 21.67 
10 " 20.68 
24" 6.05 
2" 6.49 


2347 E. Nine Mile Rd. 

NG CO. Hazel Pk., Mich. 

Hairpin type, comm. 32 ths. $84.00 
or school 

Hairpin type, comm. 6° 44.00 
or school 

= * 75.00 

48" 72.00 

60" 102.50 

60 " 98.00 

=" 78.90 

70" 63.00 

Recessed 72" 100.00 





Cat. No 


JACKSON ELECTRICAL CO. 


6910 
6912 
6920 
6922 
6924 
8972 
8974 
8976 
6950 
6952 
2800 
2802 
2804 
2801 
5200 
5201 
5520 
9530 


Type 


ooo 


P-IND 
P-IND 
P-IND 
P-IND 


<<<<ooooooo 


z 
—) 


1-IND 
1-IND 
1-IND 


ed ee eet et et eet et wet we wet ots ot td 


No.of Lamp 
Lamps Watts 


a 
o 


100 

60 
100 
150 
100 
150 
200 
100 

60 
100 
100 
200 


JOHNSON PLASTIC LIGHT 


700 
100 
420 


850 


JOLECO CORPORATION 


F50-440LV 
F50-240LV 
F50-440G 
F50-240G 


F40-440LV 
F40-240LV 
F40-440G 
F40-240G 
F56-140PF 
F45-440 
F75-240 
F66-240 
F60-140 
F60-240 
F60-440 


F.D. KEES MFG. CO. 


3140 


KEYSTONE ELECTRIC MFG. CO. 


7 VTS 


COM-F 
COM-F 
COM-F 
COM-F 


COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
COM-F 
IND-F 
IND-F 
IND-F 
IND-F 


COM-IND- 


0-RES-P 


Lad 


~nN NN ee Oe OD ee 


1 


25 
25 
25 


40 


40 
40 
40 
40 


40 
40 
40 
40 
40 
40 
40 
40 
40 
40 
40 


List 


Special Features Ww! Price 


900-910 W. Van Buren St 


Chicago 7, tll 
Yardlight $2.30 
Yardlight 2.50 
Yardlight 2.40 
Yardlight 2.60 
Yardlight 2.90 
Yardlight 4.30 
Yardlight 4.60 
Yardlight 5.30 
Bracket 6.00 
Bracket 2.00 
Fixture 2.90 
Fixture 2.90 
Fixture 4.74 
Guard 1.44 
Socket 88 
Socket 96 
Socket 1.40 
Socket 1.98 
3412 “J” Sv 
CORP. Phila., 34, Pa. 
Etched glass boudoir lamp 2) Ibs. $2.65 
Lumarith wall light 2" 2.95 
Wonder-lite concentrated s * 3.25 
light 
Picture bed lite q * 5.50 


2513-23 Baldwin St. 
St. Louis 6, Mo. 


All alum. louver shielded 39: Ibs. $79.40 

bottom & sides 

All alum. louver shielded 29" ~~ 61.50 

bottom & sides 

Louver side glass bottom 45 "= 70.95 

shileded 

Louver side glass bottom 34: "53.00 

shielded 

Louvered bottom shield 45 " 96.87 

Louvered bottom shield =» °* 2S 

Glass bottom shield 50 " 88.42 

Glass bottom shield 4) " 70.50 

Formed plastic shield 16 " 48.75 

Glass & louver shielded 43" 59.90 

Glass & louver shielded 37: "40.00 
28" 26.88 
5: "23.75 
19: "35.45 
28" 53.37 


First & High Sts. 
Beatrice, Nebraska 


2ibs. $2.60 


2228 E. Tioga St. 
Philadelphia 34 Pa. 


Cat. No Type 
A-290 COM-SLM 
M-480 COM-F 
K-240 COM-F- 
RES 
D-248 F-IND 
AW324-C F-RES 
AW 424 F-RES 
TG-440 COM-F 
R-240 F-IND 
TL-240 COM-F 


No.of Lamp 
Lamps Walis 
2 38, 51, 
69, 75 
40 
2 40 
2 40 
. 2 
4 0 
4 40 
2 40 
2 40 


KILLARK ELECTRIC MFG. CO. 


DLA DP 
DLC 

ELG & EP 
ELX 

SLH & SP 
SLHM 

SLH SP 
SLHM 

V Series vP 


THE KIRLIN CO. 


2708 F-COM 
420R F-COM 
2308 F-COM 
2408 F-COM 
340B F-COM 
440B F-COM 
240TR F-COM 
240EC F-COM 
120) 1-RES 

1208 1-COM 
1212 1-RES 

1409 1-COM 
1412 1-COM 
508 1-RES 

414 1-RES 

4506 1-COM 
4507 1-COM 
4516 1-COM 


KURT VERSEN CO. 


1 100% 

1 200 

1 100- 
500 

1 150- 
300 

1 150- 
500 

1 100- 
500 


PAD PD met et et et es es od RD & WW RD RD & ND 
—_ 
o 





List 
Special Features wi Price 
Recesse | 
Recessed 
3940 Easton Ave. 
St. Louis 13, Mo. 
Aluminum 5Sths. $9.70 
11.35 
Pendant, ceiling >" 13.00- 
& bracket 20 " 65.00 
Non-rusting flexible 2." 2.00 up 
io " 
Non-rusting flexible > 2.00 up 
6 " 
All Aluminum 2%" 4.00 up 
up 


Hinged 
Hinged 
Hinged 
Hinged 
Hinged 
Hinged 
Open 
Egg create 
Lens 
Lens 
Lens 
Lens 
Lens 
Recessed 
Recessed 
Exit 

Exit 

Exit 


3435 E. Jefferson Ave. 
Detroit 7, Mich. 


30 tbs. $38.33 
40" 58.22 
43" 50.22 
- 47.11 
58 " 57.11 
68 " N77 
40" 34.22 
47" 42.88 
6" 13.55 
_# 15.44 
16 " 25.55 
7° 21.11 
16" 31.00 
- 11.00 
6" 15.00 
be 11.78 
10 " 25.55 
§" 21.00 


4 Slocum Ave. 
Englewood, N.J. 


PK-240 COM-F 2 40 Plastic sides 
PK-440 COM-F 4 40 Plastic sides 
PC-490 COM-SLM 4 38,51, 
69,75 
MK-240 COM-F 2 40 
MK-440 COM-F 4 4 
MC-490 COM-SLM 4 38,51, 
69, 75 
104 


3S-523 COM-I 1 300- Concentric ring 6: Ibs. $18.00 
500 
38-588 COM-| 1 300- Plastic bowl 4," 17.00 
500 
38-503 COM-I 1 300- Metal bowl g * 18.00 
500 
SL-24 COM-F 2 #9 : 42.50 
SL-44 COM-F 4 40 45 " 66.00 
4400 1-SW 23 * 11.50 
5510 1-SW a 11.40 
5511 1-SW 1 150 24 * 11.40 
6110 1-SW 2" 9.30 
6120 1-SW 4 * 16.00 
6130 1-SW : | 22.00 
$110 1-SW ‘* 11.50 
63035 1-SW 1 R-40 Recessed . * 21.40 
Par 38 
150 
63038 1-SW 1 R-40 Recessed 3° 8.20 
rd Par 38 
63039 1-SW 1 R-40 Recessed 5 * 14.80 
Par 38 
300 
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1 
7 
2 


4 
19 
i 


8 
19 





No.of Lamp List 
Cat. No Type Lamps Waits Special Features wt Price 
63041 1-SW 1 R-40 Recessed =" 15.00 
Par 38 
150 


MORRIS KURTZON, INC. 


7872L COM-F 4 
1872HG COM-F 2 
7896L-200 SLM 2 
7996L-200 SLM 4 
1048 COM-F 1 
2048 COM-F 2 
5796-200 SLM 1 
5896-200 SLM 2 
5996-200 SLM 2 
5200SL-40 COM-F 4 
5200SL-96 SLM 4 
2600SL-40 COM-F 2 
2600SL-96- SLM 2 
T8-200 

71896HG-200 SLM 2 
1048; COM-F 1 
6096-200 COM-SLM 4 
2040 HL COM-F-SW 2 
1240 ' 2 


LEADER ELECTRIC CO. 


NHC-480-425 COM-SLM 4 
VL-440-45°P = COM-F { 
¥-240 COM-F 2 
SM-240 COM-F 2 
NHO-480-425 COM-SLM 4 
COR-180-200 COM-SLM 1 
T-240 COM-F 2 
THG-240 COM-F 2 
NHT-280-425 COM-SLM 2 
NHI-480-425  IND-SLM 4 
NHI-280-425 IND-SLM 2 
1UOL-240-0E F-IND 2 
1UP-340-CE F-IND 3 
R-774 COM-| 1 
RA-739 COM-I 1 


4218-48 N. Lincoln Ave. 
Chicago 18, Il. 


40 Hinged louver bottom 39 Ibs. $43.50 
40 Piano hinged glass bottom 44" 49.80 
51 ¥ Hinged louver bottom 120 " 86.00 
51 FHinged louver bottom 132" —- 118.50 
40 ¥H.P.F. ballast Bs 13.40 
40 T Continuous run 16" 23.00 
51 Continucus run 24" 35.60 
51 Single lamp strip wired 52 " 51.80 
in pairs 
518 2-lamp strip - ke 43.00 
40 Office unit 48 " 56.40 
51 Office unit 70" 127.00 
40 Office unit 42 " 46.80 
51 Office unit i 94.60 
51 Glass bottom troffer 123" 105.00 
40 L.P.F. ballast 8" 10.10 
51 Open lamp * 76.00 
40 Fin louvers 24" 38.00 
40 Display lighting i 38.00 
3500 N. Kedzie 
Chicago 18, Ill. 
75 Molded plastic 715 ths. $134.89 
40 Molded plastic 45 48" 71.38 
shielding 
40 Low cost-81 ¢; eff. school 38 " 27.18 
lighting 
40 All metal louvered school 33 33.89 
unit 
75 Open type high output 60 " 89.34 
51 School corridors 30" 42.80 
40 Rec. troff glass, baffle or as" 30.56 
louvers 
40 Holophane lens 3 * 64.44 
75 Rec. troff. glass, baffle 109 " 93.34 
or louver 
75 8-0" Channel 66 " 94.44 
15 8-0" Channel a * 61.27 
40 Rigid const. turret = 27.64 
sockets 
40 Porc. enam. turret sockets 35 " 39.31 
150 Holophane lens rec. : 33.33 
150 Holophane lens rec. ft * 27.89 


tamper proof 


Note—All above fixtures (fluorescent) available in 1, 2, 3, 4 or 6 lamp and in all 
lengths to accommodate standard fluorescent and slimline lamps. 


LEHROLITE, INC. 


626 1-RES 6 
624 1-RES 6 
648 1-RES 1 
656 1-RES 1 
370 1-RES 1 
191-48 F-COM 1 


LIGHT & POWER UTILITIES CORP. 


HE448 COM-F 4 
0E250 IND-F 2 
$S$296 SLM 2 
$496 SLM 4 
WL440 SW 4 


£3 Parker St. 

Wallingford, Conn. 

60 12 ths. $135.00 

60 12" 135.00 

100 ihe 58.50 

100 Hand painted 8 " 54.00 
150 Tole ie 37.50 | 

40 1-It. strip 5.15 


175 Fifth Ave. 
New York 10, N.Y. 


40 Hinge type 25 lbs. $34.24 
40 V shape > he 19.78 
85 36 " 52.00 
85 8 79.60 
40 Angle shape 30 " 33.33 
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No.of Lamp 
Lamps Waits 


Cat. No Type 


LIGHTING PRODUCTS, INC. 


70 AF-2-40 COM-F 
70 AF-4-40 COM-F 
TIOAFL-2- COM-F 

40 

TIOAFL-4- COM-F 

40 

3330-1 1-SP 
3330-2 1-SP 
125A-2-40 IND-F 
140BF-2-40 COM-F 
140BF-4-40 COM-F 
180A-2-20- RES-F 
LPF 

180AG-2-20- RES-F 
LPF 

190A-1-40 COM-F 
LPF 

192A-1-40 COM-F 
LPF 

197A-2-40 COM-F 
LPF 

210A-2-40 COM-F 
230A-2-40 COM-F 
260A-2-40 COM-F 
3324 1-SP 
300WF-2-40 COM-F 
300WF-2-100 COM-F 
350WF-2-40 COM-F 
500 to 800 COM-SLM 
LIGHTOLIER 

7651 RES-1 
7655 RES-1 
1352 RES-I 
1042 RES-COM-F 
1043 RES-COM-F 
7049 RES-COM-F 
7009 RES-COM 
1022 RES-COM 
1023 RES-COM 
1024 RES-COM 
7221 RES-COM-F 
7921 COM-I 
1832 RES-I 
1307 RES-1 
6583 RES-1 
6448 RES-I 
6438 

6428 

6543 RES-1 
6533 

6655 RES-I 
W.H. LONG CO. 
PRA-408 F-0-ST 
PRC-408 F-0 
HW-404 F-0 
HP-404 F-0 
WAC-404 F-C 
BPRA-406 F-0 


ne & PR 


Pe te 


~~ eNO eS 


nNrrMN MR PR 


~~ > > oOo 


40 
40 
40 
40 
150 
150 
40 
40 
40 
20 
20 
40 


40 


40 
40 
60 


25 
40 


40 
15 


500 
40 
60 
40 


40 


60 
40 


Tub. 


List 
Special Features wi Price 
Box Q 
Highland Park, tll. 
V glass 39 Ibs. $23.30 
V glass 46 " 32.00 
Glass side louver bottom 41 " 36.00 
Glass side louver bottom 55 " 52.00 
Adjustable spot 10 " 14.00 
Adjustable spot (2 12." 18.00 
Heavy duty large refl. 27 " ‘19.60 
Open light u* Ge 
Open light 2" 24.40 
Open light i * 6.60 
Glass shielded 12 * 7.40 
Strip 9 * 7.40 
Refi strip WwW" 8.50 
Strip 2 * 12.80 
Open troffer a * 23.50 
Glass bottom troffer 42 "30.60 
Louver bottom troffer ” * 30.00 
Troffer spot 14," 10.50 
Metal illum. sides a * 22.50 
baffle bottom 
Metal illum. sides = * 41.50 
baffle bottom 
Plastic illum. sides- 266" 19.70 
baffle bottom 
Metal illum, bottom- 37.60 to 
Fibord louver Panelux 193.00 


Jersey City 5, NJ. 


For bedroom, dining room, Bibs. $19.45 
kitchen, etc. 
Built-in lens 10" 26.00 
Compact mirror light ie 8.15 
Slip on covers; die-cast 13 * 21.65 
ends; curved reflectors a * 28.35 
n* 38.95 
Hanger for above e* 2.25 
Curved refl., snap on 8" 14.35 
cover, die-cast ends hs 17.65 
7 * 26.00 
Directs 707; of light on 8" 17.25 
face 
- Directs 21.52; direct 10 " 22.25 
down light 
Authentic carriage lantern 5” 17.25 
Small dish fixture .* 3.00 
Ranch house fixture heavy a" 
glass, green & red finishes 
Authentic tcle fixt; hand- _" 35.00 
decorated 35.00 
35.00 
Small crystal .* 
5 " 
Completely indirect 35 " 


crystal chandelier 


108-114 W. Illinois St. 
Chicago 10, Ill. 


With apron base $199.25 
Without apron base 179.25 
Half-round for walls 99.25 
Half-round for posts 106.45 
Half-round, horizontal or 129.75 
vertical mounting 

With apron base 139.50 


105 





No.of Lamp List 


Cat. No Type Lamps Watts Special Features wi Price 
BPRC-406+ F-0 6 40 Without apron base 114.50 | 
BPRA-404 F-0 4 40 With apron base 117.50 
BPRC-404+ F-0 4 40 Without apron base 92.50 
Type A Brackets, pipe mounting 6.50 
Type B «Brackets, wall mounting 6.50 
Type C Brackets, corner mounting 6.50 
Type D-2 “Brackets, 2-lite cluster 13.00 
Type D-3 Brackets, 3-lite cluster 19.50 


4801 E. 50th St. 


LUMIDOR MANUFACTURING CO. wos AE mS 


FCL446 F-COM 4 40 Low surface brightness 64 ibs. $63.00 
FCL246 F-COM 2 40 Low surface brightness 5° 48.00 
CSL496-2 SLM-COM 4 51 Low surface brightness 82" 109.00 
CSL296-2 SLM-COM 2 51 Low surface brightness 70" 83.00 


MARKEL ELECTRIC PRODUCTS, INC. 145 Seneca St 
Buffalo, N.Y | 
7490 1-RES 4 60 Artificial cut 12 tbs: $33.00 | 
14918 1-RES 2 40 7 * 8-40 | 
1491C 1-RES 2 40 ' die 7.95 
7492 1-RES 2 60 5: "15.00 
71494 1-RES 2 60 8 " 16.50 
7495 1-RES 4 60 6 " 3.00 
1496 1-RES 4 60 9 "19.50 
1498 1-RES 4 60 9." 21.00 
6105 1-RES 5 60 Ranch style 30.00 
6103 1-RES 3. 60 23.25 
6108 1-RES 5 60 27.00 
6107 1-RES 3. 60 20.25 
6101 1-RES 1 60 6.75 
6106 1-RES 1 60 8.25 
MARKSTONE MFG. CO. 1901-1957 N. Springfield Ave. 
Chicago 47, Ill. 
500 F-RES 1 32 Circline, new design Th Ibs. $8.15 
7200 F-COM-IND 2 40 Fixt. for com. or ind. 1" 12.30 
6114 to F-COM 1 = 14- Shaped strip with shield 43-" 8.25 to 
6142 40 Ws" = 14.45 
6114 to F-COM 1 = 14- Shaped strip 31-" 3.35 to 
6140 40 : * 5.90 
9320-25 R-RES 3 =. 20- Surface mtg. 10- " 9.95 to 
% 12." 1295 
$220 F-RES 2 20 Surface mtg. | 6.95 
4050-to F-RES 1 14 Full shid. chrome brit. - * 8.95 to 
4055 20 3° tS 
5114 to F-RES 1 = 14--Utility brkt. chrome & 23-" 3.80 to 
5120 20 white he 6.50 
4000 to F-RES 1 14- All plastic shid. brit. Be 6.95 to 
4005 20 _* 900 
4012 to F-RES 1 -14- All plastic shid. brit. z * 6.95 to 
4017 20 z'* 9.00 
3000 to F-RES 1 14- All plastic shid. pinup > * 6.95 to 
3032 20 4 " 8.40 
3050 to F-RES 1-14 All chrome shid. pinup 43." 8.95 to 
3052 20 53" = 10.40 
1240 COM-F 2 40 Surface mtg.  * 19.95 
4240 F-COM 2 40 Pendant mtg. 263" 21.95 
2240 F-COM 2 40 — mig. plastic a" S55 
shid. 
4242 F-COM 2 40 a mtg. plastic 224." 37.95 
shid. 
FLI214 to F-RES 2 14 Surface mtg. 64-" 9.50 to 
FL1225 25 23" 1245 
FL2214 to F-RES 2 14- Surface mtg. plastic 63-"  15.95to 
FL2220 20 shid. 8" 17.95 
FLI314 F-RES 3s 14-- Surface mtg. 8 " 13.75to 
FL1320 20 9." 14.25 
106 








Cat. No. 


Type 


No.of Lamp 
Lamps Watts’ 


MCGILL MFG. CO., INC. 


5025-SR 


7000-SR 


300) 
8000-S 


McPHILBEN MFG. CO., INC. 


| McP1853 


McP1855 


| McP1822 


P 
P 
P 
P 
v 
P 
P 


COM-! 
COM-| 
COM-! 


COM-I 
COM-! 
COM-| 
COM-| 


COM-! 


1 
1 


Special Features wt. 





List 
Price 


Valparaiso, Indiana 


100 Plastic handle & approved 150z. §$ 4.10 
conv. outlet 
100 Levolier switch & 25 red 33 * 8.00 
thermoplastic cord 
100 Concentrating end lens, 56 " 12.90 
rotary refi. & stand 
100 Rubber handle levolier =” 3.10 
switch & refl. 
100 Vaporproof with steel cage 36" 10.00 
100 Vaporproof with fibre cage 33°" 11.50 
100 Hardwood hand & ie 3.40 
levolier switch 
102 Wooster St 
New York 12, N.Y 
100 Holophane controlens, sq. lens, rec. $18.75 
150 Holophane controlens, sq. lens, rec. 25.00 
200- Holophane controlens, sq. 28.00 
300 lens, rec. 
100 Holophane controlens, round lens 17.50 
150 Holophane controlens, round lens 22.50 
200- Holophane controlens, round 29.00 
300 lens 
Exit It., rec. 6” letter cast 25.10 
15 frame 
Exit It., rec. 8” letter cast 21.10 
15 frame 
Kopp exit glassware 4” 8.40 
15 letters 
Kopp exit glassware 4” 10.51 
letters 


15 
200 Cast bronze lantern 32” high, 16” w. 
1 200 Cast bronze lantern 25” high, 11” w. 
200 Cast bronze lantern 35” high, 16” w. 


THE MIDWEST LIGHTING PRODUCTS CO. ?.0. Box, 536 Edgewater 


| Model 66 


Model 12 


Model 38-F 
Model 84-F 


Model 7-D 
Model 7-F 


1-IND 1 400-M 


750 or 
1000 
1-IND 1 200, 300 
or 500 
FL-IND-O 1 200, 300 
or 500 
FL-IND-O 1 750% 
1000 
SW 1 100 
SW 1 100 


THE MILLER CO. 


CS82 


| CS84 
_ $262 


HOD296 
HOD496 


| LOD28 


MITCHELL MANUFACTURING CO. 


| Module A 
Module B 


Module C 
Module D 


COM-SLM 2-9678 
COM-SLM 4-9678 
COM-F 440 
IND-SLM 2-96T8 
IND-SLM 4-9678 
F-IND 2-40 


COM-F 414 

COM-I-F 1-32 Circ. 
1-PAR/3SP 
or 3FL 

COM-F 4-40 


COM-F-SLM 4-75 


(«Commercial and industrial user net price) 


2032 
2032 


COM-F 4 
COM-F 4 
bottom 


ELECTRICAL WHOLESALING 


40 Glass shield, URC 
40 Glass sides, louver 





Branch Cleveland, Ohio 


10.5 tbs. $49.00 
g° 28.00 
1.5" 47.50 
“4° 69.50 
25" 12.00 
25 " 12.00 

Meriden, Conn 
61 Ibs. $66.30 
4" 90.30 
47," 67.50 
-) 41.25 
81" 72.25 
72 * 20.25 
2525 Clybourn Ave. 

Chicago 14, Ill. 
20 Ibs. $20.62+« 
20" = 23.38 
50 " 38.04 
115 "90,27 
60" 42.95 
54" = 45.95 
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List - 
ee No.of Lamp List No.of Lamp List 
- Cat. No. Type Lamps Watts Special Features wi Price Cal. No Type Lamps Watts Special Features Ww Price 
na 
303 COM-F 2 40 Glass shield 34" = 25.50 for 5-440 
10 3004 COM-F 4 40° Glass shield 53." 40.75 G5-460 FL-COM Enc. glass shielding 16" 34.95 
| 3005 COM-F 2 40 Glass shield 43." 32.50 ‘or 5-460 
0 3007 COM-F 2 40 Glass shield 60 " 47.50 LS-5-1 1-SP 1 150 Spotlight for 5-240 6 " 12.95 
3099 ™~ COM-F 2 40 Glass sides, louver 41" 35.50 er 300 or 5-260 
90 bottom LS-5-2 1-SP 2 150 Spotlight for 5-440 g§ " 19.95 
3011 COM-F 4 40° Glass sides, louver 58 " 49.95 cr 300 of 5-460 
70 bottom FL-1 24 FL-COM 1 20 Plug-instripsforlouvered 5)" 7.95 
| 3020 TY COM-F 4 96” Slimline, unshielded 65 " 68.95 — <a. + i = 7 — = ae . “ 
(200 M.A.) ; - ug-in strips for louvere . d 
- 30208 COM-F 4 96” Slimline, unshielded No" = 82.95 ceilings or other com. use 
40 3021 COM-F 2 96” Slimline, unshielded 49" 43.00 FL-3 96 FL-COM 2 80 i — forlouvered 20 " 27.50 
(200 M.A.) ceilings or other com. use 
3021B COM-F 2 96” Slimline, unshielded 52" 50.00 9-120 FL-COM 1 20 Com. strip 53" 695 
(300 M.A.) 9-140 FL-COM 1 40 Com. strip 1 * 12% 
3029 COM-F 2 40 Unshielded, cast ends 22." = 19.95 9-240 FL-COM 2. 80 Com. strip 20" 24.95 
St 3030 COM-F 4 40 Unshileded, cast ends 35." = 32.95 16-240 FL-IND 2 80 With refi. for louvered 22." 17.80 
Y 3031 COM-F 2 40 Louver, hinged cons’t. 28" = 76.50 ceilings or ind. use 
3032 COM-F 4 40 Louver, hinged cons’t. 38." «= 39.50 16-240P FL-IND 2 +80 a ref. — 22." 21.80 
715 3034 COM-F 2 40 Open type 18" = 15.95 ceilings or ind. use 
00 3035 COM-F 4 40 Open type 5B" 3% porc. enam. finish 
00 , COM-F 2 40 Rec., unshielded troff. : °' 3S 8-115 FL-RES 1 15 ged em sey a 4 8.95 
1+ COM-F 2 40° Rec., instant start "31.45 s. white or chrom. fin. 
50 3042 COM-F 3 40—«#Rec., unshielded troff. 33." 35.00 
50 (*Models available with glass and for louver shielding) 
00 345 COM-! 1 150 Spotlight for 3005,6, 8" 13.95 
9,10 
10 6) COM-1 1150 Spotlight for 3007.8, 3" 1450 | MONOGRAM LIGHTING UNITS, INC. bh ml 
11,12 lank 
70 2098 F-IND 2 40 Open end 7" = 13.35 ’ : : 
2080 F-IND 2 40 Open end % " 1750 M100GL COM-F 2 40 Matching units 32 Ibs. $46.55 
‘ | M200GL COM-F 4 40 Matching units 45 62.10 
0 1006 FIND =—-3 40 Open end 4" 350 | pian IND-F 2.40. Open end 4 ft. pore 6" 25.00 
2088 FIND 2-100 Open end “@" 45 | a4 : 
P1340 IND-F 3 40 Open end 4 ft. porc. 32 34.50 
51 2090 F-IND 2 40 Closed end 32 Ibs. $25.00 ? " 
pre m : P5240 IND-F 2 40 Closed end porc. 33 29.00 
2100 F-IND 2 40 “Twin-Turret”, openend 27 20.95 ‘ " 
- P5340 IND-F 3 40 Closed end pore. 36 38.50 
2060 F-IND 2 20 Open end 12 10.25 : " 
; PR440 IND-F 4 40 8 ft. section porc. 58 44.40 
1911 COM-! 1 150 Alum. base swivel 2) 6.95 : ‘ " 
191 COM-I 1 150 Wall mts. swivel a" 6.95 P8640 IND-F 6 40 8 ft. section porc. 65 67.40 
1913 com. 1 i were oh gna ce (All of the above units are available with conventional or Turret sockets) 
2052 F-RES 2 2 Adapter, kitchen unit 5) 9 1.95 a ; " 
7055 F-RES 2 «20 Perm. mifg.,kitchenunit 6: " 795 | Plzi0 wor 60d?) 6S Pee a" 6. 
— : P5710 IND-F 2 85 Closed end porc. 45 54.90 
ef 4014 F-1-RES 1 32F Circline & inc. 960P IND-SLM ? 51 Open end pore 61 " 54.00 
, 1 100 Kitchen unit Wo" 1795 a : 
No 961P IND-SLM 2 69 Open end pore. 62 58.40 
967P IND-SLM 2 75 Open end pore. 63 " 60.70 
00 MI5C GERM. 1 15 Upper air disinfection 8" 16.50 
M30C GERM. 1 30 Upper air disinfection 13 * 24.71 
0 MOBECO, INC. Watertown 72, 
’ Boston, Mass. | 
50 
' 
0 IREF-4 = INDCC) «50-year quarate ss" 7ray | MULTI ELECTRICAL MFG. CO. ree chicago? 
IREF-2 IND-CC 2 50 1-year guarantee 50" 48 70 
00 8 FSCR $c-Cc 1 50 1-year guarantee 16 " 4450 | Reflectors IND-I 1 100 RLM label 
00 T FSCR $C-CC 1 50 1-year guarantee 16 " 42.00 1 
6’ FSCR $C-CC 1 50 1-year guarantee 15 * 39.50 | 336,337,329 FL 1 200 All purpose 
5 FSCR SC-CC 1 50 1-year guarantee 5 * 36.50 | 8080, 8088 1500 
4 FSCR $c-ct 1 50 1-year guarantee 14" 34.00 | 10170 F 2 40 
in y FSCR $c-cc 1 50 1-year guarantee 4" 31.50 vp 1 100 
- 500 
30 
50 
- MOE-BRIDGES CORP. 1415-1425 Hlinois Ave. | 
Sheboygan, Wis. | NEQ-RAY PRODUCTS, INC. eee St 
5-240 FL-COM 7? 80 Unshielded base unit 2 ibs. $2295 sats 
4 2 : - eee - > P on | ML-2448 Louvered ceiling, rigid 9 Ibs. $17.05 
5- - nshie ase un " é alignment 
e. 5-460 FL-COM 4 340 Unshielded base unit 59" 7995 | 347-448 F 4 40 Hinged & louver, wiring 3%" —- 35.00 
I. L5-240 FL-COM Louvered shielding for 15" 16.95 channel 
5-240 Skylette F 234 40 Flexi-fi %-" 
P L5-260 FL-COM Louvered shielding for 18 " 24.95 . ” 50" 
. 5-260 tte | Skylette SLM = « 2.3475 Filexi-flap 85-" 
L5-440 FL-COM Louvered shielding fcr 3 " 2185 116 " 
— | M-697-848 F 8 40 4’ square hinged louver 182" 136.00 
e L5-460 FL-COM Louvered shielding for 2" 495 | wiring channel 
- 5-460 “ss : _ 1070 (deep 1 1 150- Orifices conform to 35 10" 19.40 
G5-240 FL-COM oo shielding ih} 1995 | +m , ; 7 _ —_ “ - 
: ; ! n " ' 
G5-260 FL-COM Enc. glass shielding 18 " 24.95 375-248 F 2 40 26 " 25.80 
for 5-260 3RS-496 SLM 4 175 Luminous sides 100 " 87.45 
G5-440 FL-COM Enc. glass shielding 12." 24.95 (425M.A.) 
9 


September, 1949—ELECTRICAL WHOLESALING 107 





Cat. No 


NORTHERN LIGHT CO. 


Type 


(Formerly Kahn Mfg. Co.) 


HS496S4 
M296S4 


BC424 


M296S3 
M296S2 
M212S3 
M212S2 
M212S4 
M248S4 
M496S3 
M49 S2 
M472S3 
M472S2 
HS296S4 
HS496S3 
HS496S2 
HS492S4 
HS$492S2 


OVERBAGH & AYRES MFG. CO. 


885 
885A 
885B 
885C 
918 
918A 
£18B 
918C 
3098 
3090 
3100 
3085 
3085A 
£095 
3095A 
30958 
3095C 


PERFECT-LINE MFG. 


WH-1 
WT-2 
WT-3 
wi4 
WT-5 
AWH.-20 
OH-20 
AWH-35 
OH-35 
AWH-715 
OH-715 
vP100 
vC100 
VP 200 
VC200 
HR40 
HRL4) 
SH-1 
SHC-1 


108 


COM-SLM 
IND-SLM 


F-RES 


IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 


1-IND 
1-IND 
1-IND 
1-IND 
1-IND 
1-IND 
1-IND 
1-IND 
F-IND 
F-IND 
F-IND 
F-COM 
F-COM 
1-FL 
1-FL 
1-FL 
1-FL 


FL-SP- 
IND-COM 


No. of 
Lamps 


Watts Special Features wt Price 


2051 N. 19th St. 
Milwaukee, Wis 


4 175 Louvered 3)” high 89 Ibs. $119.00 
2 175 One-pirce 8’ channel, 60 " 60.00 
T-12 tubes 
4 2 Bathroom cab. lighting 66 " 89.65 
fully rec. 
2 +69 66 " 54.00 
2 51 66 " 48.00 
2 51 46 " 51.50 
2 8 46 " 45.50 
2 60 T-12 tubes 30 " 57.50 
2 40 T-12 tubes 30 " 29.00 
4 69 1" 71.00 
4 51 81" 60.00 
. a 16 " 68.00 
4 #8 76 " 57.00 
2 75 Louvered, 3)” high 7" 82.00 
4 69 Louvered 3:” high 89" 107.00 
4 51 Louvered, 3)” high 8g" 95.00 
4 51 Louvered, 3:” high 66 " 105.50 
4 48 Louvered, 3;” high 66 " 93.50 


411 S. Clinton St. 


Chicago 7, 11. 
1 100 2 ths. $ 4.20 
1 150 3" 470 
1 200 4" 520 
1 500 §" 25 
1 100 2" 375 
1 15 2" = 4.40 
1 200 4 5.00 
1 500 4" 6.30 
2 4 0" 225 
3 40 3°" 36.00 
2 85 5" 52.00 
4 4 57" 74.60 
4 54" 70.00 
1 500 2" 24.00 
1 1000 22." 29.40 
1 500 0 " 2270 
1 1000 22." 28.00 
CORP Hicksville, N.Y. 
1 150 1 ibs. $2.25 
3 150 4" 125 
4 150 5" 13.50 
5 150 6" 15.75 
1 200 8 12.00 
1 200 ] 9.30 
1 300 10" = 16.75 
50) 
1 300 8" 12.00 
500 
1 750 17" 35.00 
1500 
1 750 10 30.00 
1500 
1 100 2 216 
1 100 2 2.16 
1 200 2 3.96 
1 200 2" 3.96 
> 
1 150 4 " 556 
1 | 150 4 1.18 
1 180 3 2.00 


Lamp List | 


No.of Lamp 


Cal. No Type Lamps Watts 


PHILA. ELECTRIC & MFG. 


80'0 FL 1 1500 
607M4152 ST-H 1 500 
607M4114 ST-H 1 500 
607M 4077 ST-H 1 500 
613 44152 ST-H " £00 
813M4114 ST-H 1 500 
813M4077 | = ST-H 1 500 


Special Features 


Wide or narrow beam 
2 way dist 

C-wa it. 

Symetric 

2-way dist. 

C-way dist. 

Symetric 


PITTSBURGH REFLECTOR CO. 


B1496A-4 COM-SLM 4. 96”, 
15 
B-5296PL-4 COM-SLM 2. 36’, 
5 
B-7496A-4 COM-SLM 4 96’, 
15 

B-8496A-4 COM-SLM 
15 
AF-4396A-4 COM-SLM 3. 96”, 
15 
A-5240-AL COM-F 2 40 
A-5280-AL COM-F 4 4 
16728 COM-I-RES 1 300 
or 500 
AL-200 FL-1-0 1 200 
WS-500 COM-I- 1 500 

: SP-SW 

IF-240-E F-IND 2 40 


THE PYLE-NATIONAL CO. 


BOL-1°01 vP 1 60 
BOL-7501 VP 1 10 
BOL-20001 vP 1 200 
BOLB-115 vP 1 60 
BOLB-175 vP 1 100 
BOLB-1200 vP 1 200 
Type 14180 FL 1 300 
500 
Type 16180 FL 1 750 
1000 
Type 18180 FL 1 1000 
1500 
Type 2375 FL 1 1500 
2000 
Type 1275 FL 1 200 
250 
QUADRANGLE MFG. CO. 
68! FL-L 1 750 
1500 
683 FL-I 3 750 
1500 
684) FL-I 1 750 
1500 
685) FL-I 2 750 
‘500 
5715V 1-IND 1 150 
608H COM-1 1 100 
116 1-IND 1 200 
118M 1-IND 1 500 


Glass side panels 


Framed plastic side 
panels 
Egg crate louver 


4 96”, Alba-lite glass 


Troffer 


Alzak alum. side panels 
8-foot sections 
Wall urn for indirect Itg. 


Alum. housing 
Glass permaflector 


Refl. snap out 


With globe & guard 
With globe & guard 
With globe & guard 
With globe & guard 
With lobe & ward 
With globe & guard 
Cast metal weather proof 


Cast metal weather proof 
Cast metal weather pro-f 
Cast metal weather proof 


Cast metal weather proof 


Open type pipe clamp or 
cross arm 

Open type pipe clamp or 
cross arm 

Slip-fitter 2” pipe 


Slip-fitter 2” pipe 


Aisle-stock refl. }” pendent 


Sign r2fl. :” horizontal 


RLM dome refi. }” pentent 
RLM dome refi. |” pendent 


RAMBUSCH DECORATING CO. 


DOME COM-! 1 150 
1500 
DOWNLITE  COM-I 1 150 
1000 
ROTOSPOT COM-I 1 150 


ELECTRICAL WHOLESALING 


Low brightness wide light 
dist. shallow recess 
High eff. small aperture 


Shallow recess, 358 
rotation & 45° tilt, easily 
adjusted 








List 


wt Priec 
1236 N. 31 St. 

Phila., Pa. 

35 lbs. $70.00 
22 * 52.00 
=" 52.00 
zz * 45.00 
ja * 57.00 
a * 57.00 
a* £0.00 
407 Oliver Bidg. 


Pittsburgh 22, Pa. 
160 Ibs. $149.04 


56 " 86.50 
170" 168.32 
162" = 161.42 
76" 109.66 
34" 42.16 
68 " 78.12 
10" 37.96 
mn” 24.81 
10" 22.63 
32" 29.28 


1334 N. Kostner Ave. 


Chisago 51, Ill. 


$10.20 

10.20 

11.90 

9.00 

9.00 

10.80 

65 lbs. 68.00 
§ " 85.00 
105" = 140.00 
165" = 190.00 
5" 47.00 


32 S. Peoria St. 
Chicago 7, Ill. 


15tbs. $23.00 
49 " 72 
15° 25.00 
30 48.00 
: be 5.10 
* bh 3.05 
4' 5.20 
ie 6.75 


40 W. 13th St 
N. 


New York 11, N.Y. 
35 Ibs. $80.00 
50" 180.00 
30-" 65.00 
38 178.00 
8" 45.00 
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No.of Lamp List No.of Lamp List 
Cat. No Type Lamps Watts Special Features wi Price Cat. No Type Lamps Watts Special Features wi Price 


ANNULITE COM-I-RES 1 100- Shadow diffusing shallow 7" = 45.00 7066-68 COM-F 6& 2’ & 4 squares with 
500 recess 10" 70.00 | 8 hinged louver 
WALL URN” COM-I 1 150- Eliminates bright splash 4" 4500 | 11 COM-F 2% parallel lamps 
300 above unit 4 
MORELITE FL-I 1 150- Exposed unit 6" 32.00 | 8096 COM-F-SL 4 Curved lens bottom, cast 
300 swivel mount ends & rails plated 
GOLDEN-SPOT FL-I 1 60 Warm tone illumination 9" 40.00 | 8098-9 COM-F-SL 28& Cast ends hinged louver 
500 Accentuated spot swivel 15" 100.00 4 
bracket 7061 COM-F-SL 2,3, Rec. hinged alba glass 
&4 
| 1062 COM-F-SL 2,3, Rec. hinged louver 
&4 
REGENT-SAVOY ELEC. MFG. CORP. 589 North Ave. | 1959 COM-FL 2& 40 School unit with louver 
New Rochelle, N.Y. | 3 
| 8001-2-3-4 COM-F-SL- 1-2- All types of window unit 
87600 3 60 No-glare glass 22 Ibs. $7.95 | SW 44. sseeeainnias 
wet Em Sa ‘ 
C632 F 1 2 Triple plated chrome 10" 15.56 | 2797-49 M-I 1 150 Swivelt ith 
832 F 1 32 Circline with 8” fan 8" 212 | = — 
100-440 F 4 40 Clear-view 2" — T112 | G00 tine COM-I-SP 1 150 Displayolites directionals 
120-440 F 4 40 Hinged louver 30 37.56 | 1900-2000- COM-I-SW 1 60 Rec. open, lens & louver 
140-420 F 4 20 4-light kitchen unit 1b" 15.00 | 3000 line to 300 bottom 
| a to 300 
5000 line COM-|~ 1 60 Rec. hinged louver hottom 
to 300 > 
REVERE ELECTRIC MFG. CO. pode | $082 “1 26 6 Gamee 
" "| $18002-R IND-SL 2,3, Full channel one piece 
4200 FL 1 1500 Water-tight 29 Ibs. $43.00 | &4 
3800 FL 1 1500 Easy to install 20" 18.00 | 1700 COM-F-SL 2& Rec. troffer type 
3851 FL 1 1500 Easy to install 18" = 18.00 | 3 
2400 FL 1 1500 Water-tight 32 * 35.00 | 
T111-WSH rL 1 200- Narrow beam, focusing 16 " 32.00 | 
1000 
1201-B FL 15-KW Louvered 200" 550.00 | RUSSELL & STOLL CO., INC. 125 Barclay St. 
3018 FL 1 500 Island light 14" 15.00 | New York 7, N.Y. 
3650 FL 3 150- Service station flood 30" 50.50 | : 
500 | 4501 DP-EP 1 100/ Pendent with guard 114 ths. $16.75 
3086 FL 1 500- 90° beam 16" 25.00 | 150 
1000 | 4504 DP-EP 1 100/ Pendent without guard 1" 16.00 
3002 IND 1 200 Pit light 14" 18.00 a 
6602 IND 1 750. High bay 18 " 2289 | 4521 DP-EP 1 = Ceiling with guard 4," 20.50 
1500 
1942 F 6 40 Fluorescent, decorative 283" 276.00 | 4524 DP-EP 1 100/ Ceiling without guard “°° Th 
3245-S FL 5 150 Cluster light 8" 23.65 | 130 
3255-S FL 5 300 Cluster light 15" $5.15 | 4501R DP-EP 1 100 Pendent with guard & refi, 12," 19.25 
3235-S FL 5 150 Cluster light 19" 58.00 | 4504R DP-EP 1 100 Pendent, refi., without 12." 18.50 
7551 A 3 450 Super-high intensity 60" 190.00 | guard 
Series 4521R DP-EP 1 100 Ceiling with guard & refi. 15," 23.00 
6091 A 1 45 5" 24.00 | 4524R DP-EP 1 100 Ceiling, refi., without Ss ° 2S 
Series guard 
433 A 2 300 Wind cone light 318" 190.09 | 4501AR DP-EP 1 100 Pendent with guard & 125" 19.25 
7053 A 1 40 Med. pre-f n application angle refl. 
seaaieaoas ted | 4504AR DP-EP 1 100 Pendent, angle refi. 12." 18.50 
| without guard 
| 4521AR DP-EP 1 100 Ceiling, angle refi. 154" 23.00 
2062 E. 70th St. with guard 
ROBBOY ELECTRIC MFG. Cleveland 3,Ohio  4524AR DP-EP 1 100 Ceiling, angle refi. Ss * 2s 
without guard 
Cl4 F 1 14 Chrome bathroom brkt. 3 tbs. $5.20 | 4541 DP-EP 1 100/ Bracket with guard WW" 22.25 
C15 F 1 15 Chrome bathroom brkt. 33° 5.65 | 150 
440 SS COM-F 4 40 Pendant 35" 26.55 | 4541AR DP-EP 1 100 Brkt. refi. & guard 183" 24.75 
440 SC COM-F 4 40 Flush mounting 32." 25.00 | 4585 DP-EP 1 150 Portable hook 8" 30.00 
240 SS COM-F 2 40 Pendant 15" 18.35 | 4587 DP-EP 1 150 Bail handle 1," 30.00 
240 V COM-F 2 40° Flush mounting 2" 17.20 | 5000 vP 1 100 Pendent brass guard 33 * 5.00 
118-S.LP. F 1 15 Channel 3 * 3.55 without switch 
124-S.L.P. F 1 20 Channel 33 °° 3.70 | 5045 VP 1 100 Junction box brass - he 5.00 
136-S-S.LP.  F 1 30 Channel j 6" 5.55 without switch 
148-S.L.P. F 1 40 Channel ee 5.65 4932 vP 1 60 Ceiling, brass without 3" 5.00 
196-S SLM 1 9678 200 MA., strip 0" 26.35 | switch 
296-S SLM 2 9678 200 MA., strip 2 " 37.25 | 4933 vP 1 60 Brkt. brass without 4° $3 
496-S SLM 4 9678 200 MA., strip 45 " §9.90 switch 
496-LG COM-SLM 4 9678 With louver & glass 70" 9990 | 5090 vP 1 100 Screw globe brass * 4.40 
without switch 
6255 vP 1 100 Brkt. brass, without g* 7.00 
switch 
id 32-02 Queens Blvd. 4962 vP 1 60 Brkt. brass, without 53° 7.00 
RUBY-PHILITE CORP. Long Island City 1, N.Y switch 
| 6202 vP 1 100 Pendent, refi. brass guard 5; " $9.00 
2222 COM-F-SL 2% Bent glass side, die cast 6212 vP 1 100 Junction box brass B® 9.00 
4 plated ends hinged louver refi. 
1500-1600 COM-F 2& Glass side hinged louver | 6252 vP 1 100 Screw globe, fiat refi. s * 9.00 
4 brass 
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No.of Lamp 


List 


Cat. No Type Lamps Watts Special Features wi Price 
119 W. 36thPlace 
S & M LAMP CO. Los Angeles54 Calif. 
952YCAL 1-FL 1 1500 Recreational Com. & Ind. 
purposes 
1052YCAL 1-FL 1 1500 Recreational comm. & Ind. 
purposes 
1072YCAL 1-FL 1 1500 Recreational comm. & ind. 
purposes 
1100 COM 1 150 Yard-lite refl. removable 
21018 COM 1 500 Yard-lite refi. removable 
802 RES 1 200 
1605FD P 1 500 Portable cast alum. 
500 & 505 SW 1 ded. PAR & R type lamp holders 
Base 
21518 M 1 400 Hi-Bay refis. 
21618 M 1 1009 Hi-Bay refis. 
1490 CAL FL 1 500 Com’l. 
1790 CAL FL 1 1000 Com’l. 
1200Series FL 1 250G Cast alum. encl. with Alzak 
processed alum. inner refis. 
1600Series FL 1500PS Cast alum. encl. with Alzak 
processed alum. inner refis. 
1800Series Fl 11000G Cast alum. encl. with Alzak 
processed alum. inner refls. 
2020Series FL 11500S Cast alum. encl. with Atzak 
processed alum. inner refis. 
2030Series FL 11500G Cast alum. encl. with Alzak 
processed alum. inner refis. 
2500 W. North Ave 
L.J. SEGIL CO. Chicage 47, I 
ST 896 F-COM- 82 ths. $117.0 | 
SLM 
FVM1048 F-COM 10 40 Vertical fixt. 86 " 150.60 
FHC448 F-COM 4 4 3" = «454.00 
FA 448 F-SW 4 4 39" 59.28 
DLR 150 SW 1 150 Recessed spot W" 7.50 
TLL902 SW 1 150 Recessed spot 2* ns 
BB 803 SP 1 150 Bullet 2° Ha 
*B132 RES 1 32 Circline with fan 12." 26.10 
RKO Building 
SILVRAY LIGHTING, INC. ten Yok AY 
1500$/3R,5 | 1 300 Concentric ring silver 10 Ibs. $16.90 
500 bowl lamp 
333 F-COM 2 40 Louvered 35° x 35° shield %* 25.60 
3M F-COM 4 40 Louvered 35° x 35° shield 4B" 
338 F-COM- 2 175 Louvered 35° x 35° shield 8&5 " 
SLM F96” T12 
M0 F-COM- 4 75 Louvered 35°x 35° shield 100" 
SLM F96” T13 
160 F-COM 4 40 Close ceiling louvered 52" 59.00 
3600 Potomac Ave. 
SIMPLET ELEC. CO. Chleage 51, I 
6111 vP 1 100 Alum. Universal type Sibs. $5.05 
6112 vP 1 200 Alum. Universal type 7* 6 10 
6211 vP 1 100 Alum. Universal type 3° 5.05 
6221 vP 1 200 Alum. Universal type he 6.18 
6311 vP 1 100 Alum. Universal type * 5.35 
6312 vP 1 200 Alum. Universal type bo 6.20 
6411 vP 1 100 Alum. Universal type i 5.35 
6412 vP 1 200 Alum. Universal type }* 6.20 
6511 vP 1 100 Alum. Universal type $* 5.35 
6512 vP 1 200 Alum. Universal type 7° 6.20 
110 





No.of Lamp List 
Cat. No Type Lamps Watts Special Features wi Price 
SMITHCRAFT LIGHTING DIVISION Chelsea 50, Mass 
1Q2-40CB COM-F 2 40 Full channel, brick 32 Ibs. $76.04 
ballast, 4’ or 8’ 
1Q2-75 COM-SLM 2. 75 200,300 0r 425 MA. ballast 75" 63.54 
D-2 COM-F 2 40 30° cut-off crosswise 40 39" 34.27 
lengthwise 
00-4 COM-F 4 40 Plastic side inserts 48" 66.56 
available 
YE-4 COM-F 4 40 Glass sides, louvered 50" 54.06 
STL2-40 COM-F 2 40 Recessed 4" 39.90 
DIR2-7 COM-SLM 2 75 200, 300 or 425 MA. i * 74.90 
ballast, louvered 
082-75 COM-SLM 2 75. 200,300, or 424 MA. 84" 81.14 
ballast, louvered 
LW2-75 COM-SLM 2 175 200, 300, or 425 MA. $3 * 58.23 
ballast, unshielded 
HPTC2-40 IND-F 2 40 Closed end ind. 4" 31.77 
| HSTO2-40 IND-F 2 40 Open end ind. _ 26.46 
| HPTC2-75 IND-SLM 2 175 Closed end, ind. 3 * 70.83 
HSTO2-75 IND-SLM 2 75 Open end ind. 92" 60.94 
E2-40 IND-F 2 40 Economy ind. ys ig 17.71 
HS2-40 IND-F 2 40 Heavy duty ind. _* 22.81 
$T2-40 IND-F 2 40 Heavy duty ind. a" 71.35 
F 321 N. Eucalyptus Ave. 
SMOOT-HOLMAN CO. Inglewood, Call 
RE-500-S COM-| 1 = Dirt free $18.65 
C0-484 COM-F- 4 175 High output 106 Ibs. 121.35 
SLM 
LP-446 COM-F 4 40° Fleur-0-Lier 43" 59.00 
| NT-284 IND-F- 2 175 Hi-output instant start 65 " 58.50 
SLM 
| $-1160S FL-I 1 750/ Wide area a" 39.70 
1500 


| SOLAR LIGHT MANUFACTURING CO. 


1357 So. Jefferson St. 


Chicago 7, Ill. 
| 1260 2 40° Low brightness school unit $42.25 
5448 4 40 Glass bottom 55tbs. 56.00 
| $448 4 40 Louvered bottom 3° 57.80 
| 9448 4 40 Albalite curved glass panel 63.70 
louvered 
10448 4 40 Albalite curved glass panel 57.90 
bottom 
12448 4 40 Panel fixture with reflection 88.00 
sides 
18222 Lanken Ave- 
THE SPERO ELECTRIC CORP. eaten oie 
| LVR-448 COM-F 4 40 Louver plastic panels 50 Ibs. $57.74 
LVR-496 COM-F- 4 51 2 pe. louver plastic 110" 106.64 
SLM panels 
LVR-248 COM-F 2 40 Louver plastic panels 32" 38.00 
LVR-296 COM-F- 2 51 2 pe. louver plastic 16" 81.36 
SLM panels 
| EL-496 COM-F- 4 51. 1 pe. louver perforated 107 " 88.44 
SLM sides 
PSB-248 COM-F 2 40° Louvered school unit 30" 25.18 
PSB-260 COM-F 2 85 Louvered school unit 42" 59.38 
MSBC-248 COM-F 2 40° Glass shielded cove light 40" 20.08 
MSBCR-248 COM-F 2 40° Glass shielded cornice 42" 26.00 
light 
MSB-848 COM-F 8 40 Glass, louver bronzetrim 110" 244.44 
TRL-248-A COM-F 2 40 Recessed louver “" 29.53 
TRL-296-A nd 2 51 Recessed louver 85" 37.53 
LM 
HCW-675-L FL 1 1500 Clesed wireway hiinged lens 24 " 17.71 
50 FL 1 200 Open type outlet box _* 2.90 
mount 
35 SP 1 150 Weatherproof adjustable 2° 2.29 
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Ne. of Lamp List No.of Lamp Lis 
Cat. No Type Lamps Watts Special Features Wi. Price | Cat. No Type Lamps Watts Special Features ~ Price 





STEBER MFG. CO. Broadview, Ill. | 2879-24 LFL-SP- 2 150 24” double ext. cluster 5 " 26.00 
WwW unit 
$-300 A-O-FL- 1 150 1: Ibs. $ 3.65 
SP-IND 
No.2 FL-IND 1 150 1" 2 
0-P-SW-SL. ® TRIBORO ELECTRIC CORP. 110 Waterb ry St. 
SP-SC Brooklyn 6, N.Y. 
1600 — 1 300 10" 16.08 | 745 1-VP 1 100 3” 3 Ibs. $ 2.30 
‘ 715G 1-VP 1 100 4” with guard a * 3.00 
3600 —e 1 1500 26 36.00 78K 1-VP 1 0 \" ale 3" 330 
‘ 1-VP 1 100 4” angle with guard 4g * 4.00 
3000A hal 1 500 3 10.00 ni WP 1 100 Flush mounting 28" 2.00 
: 1 -¥ 1 100 Flush mtg. with guard 33" 270 
3050A ta 1 1500 10 13.50 | a5 1-VP 1 200 3” 4" 360 
57 FL 1 100 Th 350 | 815G 1-VP 1 200 4” with guard 4," 4.80 
300 2 818 1-VP 1 200 Flush mounting 38 " «2.70 
512 FL-O° 1 100 4 515 818G 1-VP 1 200 Flush mtg. with guard 44 3.50 
300 
500 FL-O 1 100 2%" ~§©=— 6.00 
800 FL-O 1 300 6" 8.00 
10x IND-COM- 1 150 1" 90 
' 4 TRI-PART MFG. CO. veri St 
HA-14 IND-COM- 1 150 6" 575 = 
Yardlight RES BA40A F 4 40 Alum. frame, louvered 81 Ibs. $110.00 
HO — 1 100 2" 1.85 wsi0n F 6 40 Alum rame, louvered 84" 135.40 
_ 4 51 Alum. frame, louvered 15" 203.70 
201 — 1 60 3," 5.00 | gar7a SLM 4 28 Alum. frame, louvered 105" 98.90 
. 8496A SLM 6 51 Alum. frame, louvered 125" 755.70 
8440B F 4 40 Bronze frame, louvered 90 " 146.90 
8640B F 6 40 Bronze frame, louvered 100 " 175.20 
8496B SLM 4 51° Bronze frame, louvered 130 " 269.20 
8472B SLM 4 28 Bronze frame, louvered 120 " 264.40 
STANDARD RITE-LITE CO. P.O. Box 243 | 8496B SLM 6 51 Bronze frame, louvered 45" 323.80 
New Brighton, Penna. | 75272 SLM 2 28 Shielded & louvered 72" 94.50 
15472 SLM 4 38 Shielded & louvered 82" 125.00 
COM-F 1 32 Rite-Lite circline 9) Ibs. 75296 SLM 2 51 Shielded & louvered 82" 97.00 
fixtures only 75496 SLM 4 51 Shielded & louvered 90" 131.85 
- 2555 Bellevue x 145 Pasadena Ave. 
SUN-LITE MFG. CO. i ULTRA-VIOLET PRODUCTS, INC. a gre 
9004 SLM-COM 4 204 For continuous runs 40 lbs. $69.25 | RG 18 COM 1 20 Cold temperature installa- 18 Ibs. $69.50 
9804 SLM-COM 4 204 Hinged louver 60 " 91.25 tions only for walk-in 
24962 IND-SLM 4 204 63" 70.00 refrigerators 
9025 1-SP 1 150 Use with slimline fixt. 5" 17.00 
9030 1-SP 2 300 Use with slimline fixt. 7" = 24.00 
7554 COM-F 4 200 Low cest 30" 30.00 nities 
rayton St. 
VIMCO MFG. CO., INC. wane ay 
A-15-5-50 1-IND 1 100 Flexible arm 1) Ibs. $3.60 
A-15-7-50 1-IND 1 100 Flexible arm Ww" 375 
SWIVELIER COMPANY, INC. 30 Irving Place | FX-15-5-50 —1-IND 1 100 Flexible arm nh" 425 
New York 3,N.Y. | FX-15-7-50 1-IND 1 100 Flexible arm 1" 450 
; HX-15-5-50 1-IND 1 100 Flexible arm nw" 425 
B81 1-FL-SP- 1 150 Universally adjustable 2 Ibs. $9.50 | HX-15-7-50 1-IND 1 100 Flexible arm Ww 450 
SW single Torpedo 
B82 I-FL-SP- 2 150 Double cluster torpedo 2." 17.50 
SW shade 
B83 I-FL-SP- 3 150 Single cluster Torpedo 3" «625.00 : KEFIELD BRASS CO session 
SW shade ermilion, Ohio 
Bad a 4 150 Quadruple clus. Torpedo 4" = 32.50 THE F. W. WA . 
Ww shade 
B80-6 I-FL-SP- 1 150 6” ext. Torpedo unit 2: " 11.00 | GRN-248-B  COM-F 2 40 Direct-indirect 28 Ibs. 
SW G-296-4308  COM-F 2 15 Direct-indirect 55 " 
B80-12 I-FL-SP- 1 150 12” ext. Torpedo unit 2," 11.50 | GRL-448-B COM-F 4 40 Direct-indirect 46" 
_ G-496-4308 COM-F 4 15 Direct-indirect 100 " 
B80-24 I-FL-SP- 1 150 24” ext. Torpedo unit 3." 1250 | SEN-448-B COM-F 4 40 Direct-indirect “i 
SW 1150-B COM-! 1 150 Spotlight 6" 
B80-36 I-FL-SP- 1 150 36” ext: Torpedo unit 3; " 1350 | 2150-B coM-| 2 150 Spotlight 9" 
SW G-196-430B COM-F 1 75 For corridors 30" 
B80 48 I-FL-SP- 1 150 48” ext. Torpedo unit 4" = 1450 | GOE-248-B COM-F 2 40 Low cost unit 25" 
SW 265 coM-! 1 300 Plaskon refi. 7" 
B80-68 I-FL-SP- 1 150 60” ext. Torpedo unit "= 1550 | 368 coM-| 1 500 Plaskon refi. 8" 
sw 763 coM-! 1 750 Plaskon refi. 9" 
2879-6 I-FL-SP- 2 150 6” double ext. cluster 4" 250 | 106 cOM-! 1 1000 Plaskon refi. 10" 
Ny] unit 1O41AT cOM-! 1 100 Ceiling fitter 2" 
2879-12 I-FL-SP- 2 150 12° double ext. cluster 4," 25.00 | 1060AT COM-I 1 200 Chain hanger 2" 
SW unit 1064AT COM-I 1 200 Stem hanger 3° 


September, 1949—ELECTRICAL WHOLESALING 111 





Cat. Ne 


Type 


No.of Lamp 
Lamps Watts Special Features 


WESTINGHOUSE ELEC. CORP. 


1376045 


1376778 
1119324 
1371499 
1372381 
1375485 
1220536 
1376797 


892064 


1376551 
1376554 
137655) 


1374595 


1376006 

$+1373064 
$ 41565057 
$+1565643 
£ 41372235 
$41374610 


$41375700 
$+1376991 


WHEELER REFLECTOR CO. 


2667 


2608 
2609 
9600 
9610 


F-IND 
IND-SLM 
IND-I 
IND-M 
FL 

FL 

FL 

FL 

FL 
COM-F 
COM-F 
COM-F 
COM-| 
COM-F 
M-ST 
1-ST 
1-ST 
I-A 


1-A 


1-DP 


1-DP 

1-DP 
COM-SLM 
COM-SLM 
COM-SLM 
COM-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
IND-SLM 
F-DP 
F-DP 


IND-F 
IND-F 


2 4 


4 68 
1 1000 
1 400 
1 1500 
1 1500 
1 
41-500W 
3-150W 
1 250 


4 4 
4 4 
4 40 


2 150 


4 68 
1 400 
1 500 
1 750 
1 500 
3 230 
245 
1 200 


1 ® 
45 


1 100 
150 
150 

1 200 


1 300 
500 
2 8 


2 6 
2 4 
2 4 
2 5 
2 & 
2 5 
2 6 
2 4 


3 4 
2 4 
3 4 


Heavy duty socket porc. 
refl 


Instant start 

Dust tight, vapor tight 
Highbay mercury 
Sportsfield floodlight 
Stadium floodlight 


500 Heavy duty floodlight 


Island & area luminaire 


Underwater swimming pool 
floodlight 

Office & school 

Office & school 

Store lighting merchan- 
dizer 


Swiveling spotlights for 
use with merchandizer 
Slimline store lighting unit 
Oval shaped 

Encl. st. Itg- unit 

DeLuxe encl. st. Itg. unit 
Jr. rotating beacon 
High-inten. by-directional 
runway marker 

High inten. unidirectional- 
med. intensity 

Runway marker light 


For class 11-G hazardous 


locations 

For class 11-G hazardous 
locations 

For class 11-G hazardous 
locations 

All-metal const. low 
surface brightness 
All-metal const. low 
surface brightness 
All-metal const. low 
surface brightness 
All-metal const. low 
surtace brightness 
Instant starting 

Instant starting 

Instant starting 

Instant starting 

For class 11-G hazardous 
locations 

For class 11-G hazardous 
locations 

Turret lamphoiders 
Turret lampholders 


H. E. WILLIAMS PRODUCTS CO. 


3394 
3294 
3144 
5044 
1742 
1743 
1792 
1642 
1644 
1692 
1445 
1447 
A404 


112 


SLM-COM 
SLM-COM 
F-COM 
F-COM 
F-COM 
F-COM 
SLM-COM 
F-COM 
F-COM 
SLM-COM 
F-COM 
F-COM 
F-COM 


4 
4 
4 4 
4 4 
2 
3 4 
2 6 
2 4 
4 
2 6 
4 4 
4 4 
4 4 


Louvered 
Unshielded 
Louvered 
Unshielded 
Rec. lens 


wi 


List 
Price 


1216 W. 58th St. 


27 tbs. $19.10 
g° 66.08 
24" 43.65 
g* 19.60 
30 " 51.00 
39 " 58.00 
50 " 68.00 
15 " 33.00 
40" 55.00 
60 " 58.00 
42" 58.00 
60 " 62.00 
10 " 29.45 
132" = 136.00 
16 " 73.00 
20" 68.80 
27" —- 103.60 
250" 800.00 
100" 479.00 
100" 264.00 
65 " 98.00 
275 Congress St. 
Boston 10, Mass. 
20 Ibs. $30.00 
5" 34.95 
30 " 44.55 | 
95 " 73.10 
95 " 73.10 
47" 40.40 
47" 40.40 
? * 49.60 
5 * 54.40 
50 " 46.75 
53 " 51.55 
67 " 61.50 
72" 71.15 
: i 24.40 
a 33.85 
Carthage, Missouri 
93 Ibs. $107.25 | 
1" 83.25 | 
44" 43.00 | 
23" 36.50 
42" 43.05 
46" 52.30 
@ * 91.30 
7 * 26.90 
% " 38.25 
69 " 59.70 
46" 52.25 
3° 48.15 
28 " 


33.95 | 


Cat. No 


| A403 
Cleveland, Ohio | 


A402 
¥B402 
¥B403-85- 
VB404 
¥B1002 


4142 
3792 
3596 


No.of Lamp 

Type Lamps Watts 
F-COM 3 40 
F-COM 2 40 

F-IND 2 407 
F-IND 3 40 
F-IND 4 40 

F-IND 2 85 

100 
F-IND 2 40 
SLM-IND 2 15 
SLM-COM 1 51 
SLM-COM 2 51 


WINFIELD ELECTRIC CO. 


A114-8 
All4-7 
A214-1 
A214-1 
A115-8 
Al15-7 
A215-8 
A215-1 
A120-8 
A120-7 
A220-8 
A125-1 
A225-8 
A130-1 
A230-1 
A140-1 
A240-1 


Ss Ma Hens, Henn Heenan, Hen Hina ena, Hien, Pena, Hien ent, Pee Hien ene Pena | 
ND — RO = RO = RO em = RD RD | = RO RD 


THE WIREMOLD CO. 


20H 24 
20H 24x 
1H14 
2H14 

21 A-6 
21A-9 
21A-10" 
21A-11+ 
21A-13* 
21A-14* 
21A-15+ 
21AR-10+ 
21AR-11 
21AR-13* 
21AR-14* 
21AR-15° 
1L-14* 
2L-14* 
25H24 
25H24x 
25H14 


22H24 
22H44 


COM-F- 2 
IND 

COM-F- 2 
IND 

COM-F- 1 
IND 

COM-F- 1 
IND 
COM-F-IND- | 
P-SC-SW 
COM-F-IND- 1 
P-SC-SW 
COM-F-IND- | 
SC-SW 
COM-F-IND- 2 
SC-SW 
COM-F-SC- 3 
SW 
COM-F-SC- 4 
SW 
COM-F-SC- 5 
SW 

F-SC 1 
F-SC 2 
F-SC 3 
F-SC 4 
F-SC 3 
COM-F- 1 
IND 

COM-F 1 
IND 

COM-F 2 
COM-F 2 
COM-F 1 
COM-F-IND 2 
COM-F-IND 4 





List 

Special Features wt Price 

Unshielded B* 31.10 
Unshielded 1 * 27.45 
Adjustable a * 19.45 
~ Adjustable 26 " 25.00 
Adjustable a 36.65 
Adjustable 39 " 38.95 
Adjustable "* 15.00 
Adjustable 14" 55.55 
Strip 3 * 30.65 
Strip 45" 37.65 
1644 N. Ada St. 

Chicago 22, Ill. 

Cord, switch & outlet 4) tbs. $ 8.25 
Switch & outlet 4." 7.95 
Cord, switch & outlet 54" 11.75 
Switch & outlet 53" 11.45 
Cord, switch & outlet § * 8.45 
Switch & outlet @" 8.15 
Cord, switch & outlet .° TS 
Switch & outlet Ss" 18 
Cord, switch & outlet 5 * 9.25 
Switch & outlet §2 8.95 
Cord, switch & outlet 7° 26 
Switch & outlet § "11.95 
Cord, switch & outlet 103 " 15.75 
LPF 183" 1385 
HPF 123" 2295 
LPF 14: "14.95 
HPF 18: "24.95 


Hartford 10, Conn. 


Wired & assembled, refi. 20 ths. $25.20 
may be added 

Wired & assembled, refi. 2" 25.20 
may be added, ext. unit 

Wired & assembled, refi. 10: "12.10 


may be added 

Wired & assembled, refl. 10: " = 16.60 
may be added 

Small cross section 24° 7.60 
Small cross section 21 9 7.90 
Small cross section 28 7.90 
Small section cross aA" 1638 
Small cross section 53" 24.20 
Small cross section 8 " 32.60 
Small cross section 9." 40.40 
Small cross section com- 2: "10.00 
plete with continuous refi. 

Small cross section com- 5 "= 20.00 
plete with continuous refill 

Small cross section com- 6." 29.90 
plete with continuous refi. 

Small cross section com- 9 * 41.30 


plete with continuous reff. 

Small cross section com- Wi" = 49.30 
plete with continouus refi. 

Wired & assembled refi. 8" 12.60 
may be added 

Wired & assembled refl. 8" 12.40 


may be added 

Semi-direct 22," 47.00 
Semi-direct 22," 47.00 
Semi-direct 14," 27.80 
2 lamps parallel 40" = 21.30 
2 lamps parallel 28" 42.60 


*Low power factor; others are high power factor. 
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FLUORESCENT FIXTURE _ 


This available 
for two 40-watt T-12 lamps. The upward and 
downward components of light are so bal- 
anced as to produce over 1800 lumens of 
light in the zone from 0-60 degrees, accord- 
ing to the manufacturer. The louvers are 
held on both sides by sturdy loop clips 
which act as both hinges and catches so 
that the louver may be quickly and easily 
opened from either side. Cross louvers are 
held securely and rigidly in position by 
means of a tension arrangement. 


all-steel louvered fixture is 


special 
The wiring trough cover is hinged for easy 
accessibility to ballasts, wiring and sockets. 
The Frink Corporation, 27-0! Bridge Plaza 
North, Long Island City 1, New York. 
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FLUORESCENT FIXTURE 


A line of matched fixtures consisting of 2 
and 4 light exposed ‘'Forty-Eight"; 2 and 
4 light exposed slimline (T-8 or T-I2); a 
troffer system in ‘'Forty-Eight'’ and slimline 
built on 2-light, 12-inch modules designed 
for acoustical block that can be combined 
in width as well as length. There are also 
one and two light incandescent spotlights 
for all type fixtures. Moe-Bridges Corpora- 
tion, Sheboygan, Wisc. 





BICYCLE HEADLAMP, a small edition of the sealed beam headlamp 


used on Modern automobiles, produces a beam pattern approximately, 
5 feet wide and 30 feet long when properly mounted on the handle bars 
or atop the front fender. The lamp is rated at 5 volts and amperes: is 
equipped with a screw terminal has a designed life of 100 hours 
and can be operated from a hattery of the 5-volt hand-lantern type, or 
from an electrical generator designed for use on bieveles. General Ele 
tric Co., Nela Park. Cleveland 12, Ohio 





LIGHTING FIXTURE 


This two-light, 75-watt wall-bracket fixture 
is made in polished chromium and white 
glass with lens-like prism glass for down 
lighting. It is also available in a one-light, 
shell-shaped model. Lightolier, Inc., 11 East 
36th St.. New York, N. Y. 
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FLUORESCENT FIXTURE 
This 


made in 
to handle four-foot sections. 


slimline fixture is two easy 
This construc- 
tion simplifies stocking and installation and 
makes it possible for one man to install 


it. It may be used as an open unit, with 


shielding egg-crate louvers, or diffusing 
glass panels. The Edwin F. Guth Co., St. 
Louis 3, Mo. 

















FLUORESCENT FIXTURE 


Designed to fit into any right-angled corner 
either horizontally or vertically, this fluores- 
cent fixture for residential and commercial 
lighting applications is made for one or two 
lamps in six wattages ranging from 1|4-watt 
to 40-watt and six fixture lengths from I5!/, 
in. to 48!/g in. Available for permanent or 
pin-up mounting, the units may be installed 
individually or in a continuous row. Fixture 
has white plastic diffusing panel and white 
enamel finish. Winfield Electric Co., 1644 
North Ada St., Chicago 22, Ill. 





LIGHTING FIXTURE 


This combination fluorescent-incandescent 
fixture is designed primarily for use in the 
kitchen, but contains features which make 
it adaptable to a wide variety of residential 
and commercial lighting uses. The fixture 
is equipped for use with a standard 12-inch 
diameter, 32-watt circular fluorescent lamp 
in combination with a 100-watt silver bowl 
incandescent lamp which furnishes illumi- 
nation indirectly from the high-gloss reflect- 
ing surface. Comes individually packaged. 
Guardian Light Co., 301 Lake St. Oak 
Park, Ill. 





SURFACE TROFFER 


This surface troffer features a hinged enclos- 
ing glass—a diffusing lens in the shape of 
a ribbed, curved panel. It has end orna- 
ments and a 300-degree white enamel finish. 
These units have side of channel starters 
that are easily reached and changed, ac- 
cording to the manufacturer. The Edwin F. 
Guth Co., 2615 Washington Ave., St. Louis 
3, Mo. 








FLUORESCENT FIXTURE 


This two-lamp, 40-watt fluorescent fixture, 
designed for use in schools, offices and 
stores, can be either surface or pendant 
mounted, individually or in continuous rows. 
Mounted on ceiling surface in a continuous 
row (top), units form unbroken line of light 
pattern. For pendant mounting, either single 
or double stems (bottom) can be used. Fix- 
ture has 20 gauge steel chassis, grommetted 
wireway, bottom louver and luminous plastic 
side panels. Sylvania Electric Products, Inc., 


500 Fifth Ave., New York 18, N. Y. 
© 


FLUORESCENT FIXTURE 


A louvered fluorescent lighting fixture for 
96-inch T-12 or T-8 instant-start 
lamps provides a large area-of-light source 


slimline 


without strain to the viewer's eyes. The 
result, according to the manufacturer, is a 
maximum of glare-free over-all illumination 


for retail outlets, large offices and similar 
locations where abundant but unobtrusive 
lighting is required. It is available for 2, 3, 
4 or 6 eight-foot slimline lamps, and match- 
ing units, for 2, 3, 4 and 6 40-watt, T-12 
fluorescent lamps. The louver is partially 
released from one end for relamping, and 


can be "shelf from _ lever 


suspended" 
hangers for electrical servicing. Surface or 
pendant mounting. Smithcraft Lighting 


Division, Chelsea 50, Mass. 





GLARE SHIELD 


Designed to eliminate light spillage, this 
aluminum glare shield for sealed beam light- 
ing is made for use with the manufacturer's 
redesigned line of lamp holders. Fastened 
to the outer flange by a series of lugs and 
one set screw, the weatherproof unit may be 
rotated to any side of the lamp holder. 
Stone Manufacturing Co., Elizabeth, N. J. 


FLUORESCENT FIXTURE 


Designed for use in creating merchandise 
displays and "point-of-sale'’ advertising as 
well as for general illumination in retail 
stores, this fluorescent fixture is available 
with two or four 40-watt lamps for single or 
multiple unit continuous strip lighting appli- 
cations. The letters are six in. high and fin- 
ished in red; each has two spring steel clips 
which fit into a retainer lip, designed to 
permit quick and easy changing. Fixture is 
wired for 110-volt, 60-cycle, a.c. operation 
only. Kent-Moore Organization, Inc., Light- 
ing Division, General Motors Building, De- 
troit 2, Mich. 





FLUORESCENT FIXTURE 


Designed for classroom lighting, this fluor- 
escent fixture is one of a series furnished 
for two 40-watt, with turret type socket, 
four 40-watt and two 85-watt lamps. Fix- 
ture allows stem placement anywhere along 
the entire length of the unit and features 
a channel for continuous row installations. 
Units are available with perforated, lumi- 
nous sides or with solid sides. 
hinge down and reflecting surfaces are 
finished white. Spero Electric Corp., 18222 
Lanken Ave., Cleveland 18, Ohio. 


All louvers 





SLIMLINE FLUORESCENT FIXTURE 


Designed specifically for the manufacturer's 
recently introduced 75-watt T-12 
fluorescent lamps, this louvered fixture 
measures 97!/2-in. long by 15 7/I6-in. wide 
and has an overall depth of 6-in. It can be 
either surface or pendant mounted and may 
be joined end to end with other units to 
form a continuous row, with one joining 
assembly replacing the end cap. Unit con- 
tains two 8-ft. slimline lamps and is ap- 
proved by Underwriters’ Laboratories, Inc. 
Sylvania Electric Products, Inc., 500 Fifth 
Ave., New York 18, N. Y. 


slimline 
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INFRARED LAMP 


This 500-watt, globe-shaped type infrared 
lamp represents an increase of 125-watts 
over the previous most powerful lamp of this 
type, according to the manufacturer. Chief 
advantage of the lamp is its ability to 
increase infrared energy concentration upon 


the job to be done and to hasten the 
processing of certain materials. Designed 
with a five-inch light center length, the 


lamp meets the requirements of open-re- 
flector General Electric Company, 
Lamp Department, Nela Park, Cleveland 12, 
Ohio. 


ovens. 


TRANSFORMERS 


A line of narrow (4%-in. and 45%-in.) 30 
MA neon tube transformers is designed for 
window and other indoor applications. Trans- 
former sizes are available with a 7,500, 9,000, 
12,000, and 15,000 secondary voltage. Each 
transformer is equipped with  pull-chain 
switch, three-wire cord, two-prong plug and 
junction box for BX or conduit connection. 
Jefferson Electric Co., Bellwood, Ill. 





MOGUL BASE LAMPHOLDER 


This mogul base lampholder unit for use 
with type, mogul base 300-500 
watt lamps is made of cast aluminum and 
is completely wired with two 12-inch leads 
of asbestos covered stranded wire through 
a weatherproof articulated joint. A feature 
of this lampholder is the silicone weather- 
proof heat-resistant rubber gasket which 
will not weld or freeze to the neck of the 
lamp under any heat condition, according 
to the manufacturer. Listed by Underwriters’ 
Laboratories, Inc. Steber 


Co., Broadview, Ill. 


reflector 


Manufacturing 





INCANDESCENT LAMP 


This 100-watt A21 lamp provides a light 
output equal to that of the inside frosted 
lamp but gives a soft, white light of highest 
quality, according to the manufacturer. The 
soft light is achieved by the addition of 
a very finely ground silica coating on the 
inside surface of an inside frosted bulb. 
It is suited to applications where lamps must 
be partially or completely unshielded and 
where uniform lamp brightness is desired. 
Champion Lamp Works, Lynn, Mass. 





FLUORESCENT LAMP 


Operating without the need of an external 
“reactor” or "ballast," this fluorescent lamp 
incorporates within its glass tube a special 
resistance that eliminates the need for any 
external ballasting, according to the manu- 
facturer. The lamp uses standard fluorescent 
starters and the sockets into which it fits are 
similar to other sockets except that they are 
polarized to assure the lamp being correctly 
inserted. Solar Electric Corp., Warren, Pa. 





BALLAST 


This small cross-section type ballast for 2-40 
watt fluorescent lamps is claimed to be 
silent in operation. It should be found use- 
ful in the design of highly compact fixtures, 
according to the manufacturer. Advance 
Transformer Co., 1122 W. Catalpa Ave., 
Chicago, Ill. 





INDIRECT LAMP BULB 


In combination with appropriate harps, this 
150-watt, white, indirect-lite lamp can be 
used to convert most medium screw socket 
portable lamps into the modern “higher 
lighting variety. It has an_ initial 
output of approximately 2100 lumens. In 
physical contour, the lamp is the same as 
the standard R-40 bulb reflector spot and 
flood lamps except for its maximum over-all 
length of 614 inches which is “4 inch shorter. 
A special inside white coating has a 
density that diffuses the light from the side 
of the bulb, thereby minimizing direct or 
reflected glare. Westinghouse’ Electric 
Corp., Lamp Division, Bloomfield, N. J. 


level" 


e 
SPOTLIGHT 


A spotlight that rotates 360 degrees in any 
direction, tilts to 27 degrees on the vertical, 
and self-locks in any position takes either 
an R-40 or PAR-38 lamp and is completely 
wired and supplied with plaster frame. Unit 
is finished in satin chrome and is approved 
by Underwriters’ Laboratories, Inc. 
and heat-resisting glass color filters are 
available. Litecraft Manufacturing Co., 135 
Rome St., Newark, N. J. 


Louver 
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RECEPTACLE 


This ceiling receptacle is of two-piece plas- 
and has a_ shadeholder 
groeve and a medium base with removable 
socket interior. 


tic construction 


The 4-in. unit can be used 
3'/4-in. by simply breaking 
through holes in plastic for size desired. Out- 
side diameter is 4'/2-in. Available in brown 
or ivory. Receptacle is rated for 250 watts, 
250 volts, and is equipped with 6-in. pull 
cord or 6-in. pull-chain and bell. It is listed 
by Underwriters’ Laboratories, Inc. Eagle 
Electric Mfg. Co., Inc., 23-10 Bridge Plaza 
South, Long Island City I, N. Y. 


for 4-in. or 
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SWITCH 


This 6-amp., 125-volt switch, which measures 
15/32 in. in thickness, is designed for in- 
stallation in shallow lighting fixtures and 
canopies, FHP motor controls and other 
places where switch space is limited. Incor 
porating a special switch mechanism and 
lever control, the unit has a plastic housing 
and is equipped with 6-in. wire leads. Each 
switch has a lever and pull-chain, and 6-ft. 
linen cord and bell. It is ''T'-rated by Un- 
derwriters’ Laboratories, Inc. McGill Manu- 
facturing Co., Inc., Valparaiso, Ind. 


BALLAST ACCESSORY 


A ballast accessory, plus the available un- 
corrected ballast, assures approximately 85 
percent power factor correction for low- 
power fluorescent lighting circuits, accord- 
ing to the manufacturer. The unit is de- 
signed to fit into new fixtures or into fixtures 
already wired, and comes in three 110-volt 
and three 220-volt ratings, complete with 
mounting hardware and insulated wire leads 
Aerovox Corp., New Bedford, Mass. 





PLUG 


This plug is designed for use on all stand- 
ard No. 18 two-conductor rubber, plastic, or 
rayon-covered parallel cords. It is wired as 
follows: Cut off end of cord square with 
pliers or wire cutters, making certain that 
the copper wires do not protrude from the 
insulation; slit cord slightly between wires; 
insert cord in side of plug; press clamp 
down. Plug is of brown plastic and is ap- 
proved by Underwriters’ Laboratories, Inc. 
Monowatt Incorporated, 66 Bissell St., Provi- 
dence, R. |. 


LIGHTING CONTROLS 


and a re- 
designed master control contractor for use 
with their 24 volt system has been intro- 
duced by this company. The selector switch 
consists of a multi-pole, rotating type switch 
mounted on a single-gang switch plate, and 
includes one single-station, lever operated, 
OFF and ON switch. The rotating member 
is a 2-circuit, 9-station, manually operated 
device, and can be used for selective con- 
trol as well as master control. 


A new selector switch control 


The master 
control contactor consists of two stationary 
contacting disks mounted on one frame. 
The movable contact arms are driven by 
one 24 volt, 60 cycle motor geared to oper- 
ate at approximately 15 rpm. The running 
current of the motor is approximately 320 
MA at 24 volts. Square D Company, 6060 
Rivard St., Detroit 11, Mich. 





WALL SWITCH 


This toggle switch is designed to put an 
end to the problem of finding the light 
switch in a darkened room. Has a trans- 
parent nylon handle containing a tiny neon 
light which turns on automatically provid- 
ing a soft glow, whenever the room lights 
are turned off. Fits the standard wall switch 
receptacle and can be easily installed. It 
operates on the leakage normal to any 
switch. Listed by the Underwriters Labora- 
tories. Glo-Switch Corporation, 30 Church 
St., New York 7, N. Y. 


SWITCH 


This weatherproof, externally-operated switch 
is designed primarily for outdoor use on 
buildings requiring a 30-amp. capacity serv- 
ice entrance switch in combination with four 
plug fuse branch circuits. It is available in 
two styles, one with two main plug fuses and 
the other without provision for main fuses. 
Both types are equipped with a lI-in. hub. 
Features include: Access door for branch 
circuit lighting fuses provides dead front; 
spring catch front cover can be sealed to 
prevent tampering with main fuses. General 
Switch Corp., 45 Roebling St., Brooklyn 11, 
N. Y. 


INSTANT-START BALLAST 


A new instant-start, 40-watt two-lamp ballast 
is designed for operation under extreme 
cold-weather conditions. A special low- 
temperature capacitor, together with spe- 
cial internal construction, enables the ballast 
to operate efficiently at temperatures as 
low as minus 20 degrees F. It has a standard 
brick cross-section. General Electric Co., 


Schenectady 5, N. Y. 


RG 


FLUORESCENT LAMPHOLDER 


This lampholder for the T-12 slimline fluor- 
escent lamp is made of white plastic. Sup- 
plied in matched pairs for high and low 
voltage ends, the units are equipped with 
removable brackets which permit mounting 
of four positions—with the 
brackets at the front or back and for re- 
cessed or surface mounting. They may also 
be “butt-on" mounted against an end plate 
in which case the bracket is not required. 
The Bryant Electric Co., Box D, Barnum 
Station, Bridgeport 2, Conn. 


in any one 
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FLUORESCENT LAMP CHANGER 


The gripping jaws of this lamp changer for 
the removal and replacement of fluorescent 
lamps open by pulling a cord; when cord is 
released a spring automatically turns lamp 
90 degrees and it can be lowered. To install 
a new lamp, the pins in the lamp should be 
lined up with slots in the sockets. Lamp is 
then inserted in sockets and the cord is 
pulled until lamp is turned through 90 de- 
grees, when the jaws will open and tool may 
be removed. Newman Manufacturing Co., 
205 Westport Road, Kansas City 2, Mo. 


SUNTAN METER de 
termines the tanning 
energy of sunlight and 
artificial light. When 
struck by ultra-violet 
radiation, cells and fil- 
ters in instrument ac- 
tivate the indicating 
hand on the meter, 
giving a reading which 
may be translated in 
terms of minutes in 
which a slight pinking 
of the skin will be pro- 
duced. General Elec- 
tric Co., Nela Park, 
Cleveland 12, Ohio 








i 
TROUBLE LIGHT 


This trouble light features a retractable 
cord—available in 20, 30 and 45-ft. lengths 
—that plays out and locks at any desired 
length, retracting to the reel when the 
ratchet is released. Other features include: 
Heavy duty spring mechanism; heavy rubber 
grip handle with convenient too! outlet; all 
steel plated reflector guard; plastic cord 
that is acid, fire, oil, water, chemical, grease 
and alkali resistant. Unit comes complete 
with hardware for wall and ceiling mounting. 
M. Black Manufacturing Co., 300-02-04 
North Third St., Philadelphia 6, Pa. 


SOCKET PROTECTOR 


Designed to provide protection against 
breakage of lighting sockets, this socket pro- 
tector may be used on almost any medium 
base brass shell socket. The assembly of the 
unit consists of a die-cast socket cap with a 
minimum wall thickness of 3/64 in., a 16 
gauge steel ring, and three brass screws. 
Die-cast lug inside cap fits into switch- 
button slot in socket shell to prevent twist- 
ing. The socket protector is available in 
Vg or ¥%-in. IP. thread as a separate assem- 
bly or complete with pull-chain, key or 
push-through socket. Adjustable Fixture Co., 
104 E. Mason St., Milwaukee 2, Wis. 


TROUBLE LIGHT 


A snap-open lamp guard that eliminates 
much difficulty in changing lamps is a fea 
ture of this modern design trouble light. 
It has a heavy plastic handle which is im- 
pervious to oil, and is provided with a push- 
through switch and built-in electrical outlet 
into which a power tool can be plugged. 
The outlet is built with one piece, double 
wipe contacts of heavy gauge spring bronze. 
There is also a built-in strain relief where 
the cord enters the plastic handle. The plug 
is molded directly to 25 feet of No. 18 
brown SJ rubber-covered cord. Monowatt, 
Inc., 60 Bissell St., Providence, R. |. 


(Continued on page 120) 
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ELECTRICAL ASSOCIATION of Philadelphia trophy is presented by 
John A. Morrison, right, managing director of the association, to William A. 
Goldberg, president of the Gold Seal Electric Supply Company of Philadel- 
phia, the organization scoring the highest average of merit points per reg- 
istered salesman during the campaign; individual cash awards were also 
made to leading wholesaler and utility salesmen. 
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ntheLocalSelling Team 


OCAL group efforts in_ the 
held of better lighting have 
paid, are paying and will con 

tinue to pay plus profits to those 
who actively participate in- such 
efforts. 

But in order to pay off in bigger 
orders there can be nothing left to 
chance; the group effort must be 
a well-planned and well-coordinated 
affair with every detail scrupulously 
ironed out and tied in to the overall 
program. 

Since interdependence has become 
such a well-recognized characteristic 
in the electrical industry, both 
locally and nationally, and particu 
larly in the lighting division of the 
industry, it is becoming increasing] 
easier to secure the close coopera 
tion of all segments of the lighting 
industry that is so necessary in mak 
ing a better lighting promotion suc 
cessful. 

Over a period of years, except for 
those of the war, the Electrical As 
sociation of Philadelphia working 
through its Lighting [Equipment 
Manufacturers group has sponsored 
a phenomenally successful series of 
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Pays Plus Profits In Lighting 


fall lighting campaigns to promote 


the interest of better lighting in the 
Philadelphia area. 

The intensive drive for lighting 
sales developed in these campaigns 
and the resulting carry-over of in- 
terest in better lighting serve as an 
outstanding example of what can 
actually be accomplished when all 
the affected groups pull closely to- 
eether. 

Following a_ time-honored cus- 
tom the Electrical Association 
opens its aggressive drive for light- 
ing sales with an inaugural dinner, 
preceded by an afternoon of golf. 
These affairs are usually attended 
hy the several hundred who plan, 
promote and participate in the cam- 
paign, and included are lighting 
equipment manufacturers, electrical 
contractors, electrical wholesaler 
executives and salesmen, and utility 
executives and salesmen. 

\ typical campaign sponsored by 
the association covers three types of 
lighting—industrial, commercial and 
exterior—and promotional material 
of every description is used to back 
the activity of these various di 





visions during the campaign. 

In the most recent campaign ten 
different pieces of literature were 
used with a total of 28,000 pieces 
being mailed to 11,000 prospective 
customers in the territory. 

This intensive coverage of light; 
ing prospects by printed literature 
serves a dual purpose. Tl irst, it ac- 
quaints the prospects with the sub- 
ject of better lighting and arouses 
their interest in it and secondly, it 
acts as a door-opener for the subse- 
quent call of the salesman. Litera 
ture is mailed out on a set schedule 
during the campaign period. 

Periodic reports on the progress 
of the individuals participating in 
the campaign are made and a close 
check is constantly kept on the over 
all progress of the campaign during 
its course, so that additional stimu- 
lation can be applied if necessary. 

In this same lighting campaign of 
the association approximately three 
hundred people participated, repre 
senting twenty-three lighting equip 
ment manufacturers, three lamp 
manufacturers, thirty electrical 
wholesalers and fifteen” electrical 


GENERAL ELECTRIC CO. photo 
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contractors, 1n addition to the local 
certainly an indi 
cation of the wholehearted support 
given the campaign by the industry 
members. 


electric company 


Incentives in the campaigns are 
cash awards to distributor salesmen 
and utility salesmen with a silver 
plaque, known as the “Electrical 
Association Trophy,’ going to the 
company achieving the highest aver- 
age of merit points per registered 
salesman during the 
period. 

Successful? Well, the campaign 


campaign 


previously mentioned chalked up a 
new sales record in the area with a 
total of 36,000 lighting fixtures be 
ing sold at an estimated retail value 
of $1,000,000. .\ lighting load of 
6,250 k.w. was added through new 
equipment and an estimated k.w-h. 
of 10,982,159. 

Certainly a well worthwhile re 
ward to those members of the light 
ing industry whose work made pos 
sible the success of the campaigning, 
and certainly a substantial boost to 
Better Light-Better Sight in the 


area 
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40 Years' experience plus modern design is built 


into every R&S product. 


R&S reflector contours are scientifically designed with high 
reflection factor providing a maximum of safe controlled 
light at minimum cost. 


Thorough inspection and rigid factory controls insure longer 
life and low maintenance. 


R&S explosion-proof lighting fixtures are supplied with a 
standardized base common to all sizes. Reflector globe 
assemblies of various capacities are interchangeable to suit 
conditions. No need to disturb mounting or electrical con- 
nections. Modern design simplifies mounting and affords a 
variety of conduit arrangements in one standard base. In- 
stallation costs are lower, parts fewer and ordering easier. 


In hazardous areas, you can't afford to experiment. R&S 
explosion-proof and vaportight lighting fixtures are precision 
built and pass the rigid tests of Underwriters’ Laboratories. 


Specify R&S and be sure. Write for our catalog. You will find 
it valuable in planning new work and bettering existing instal- 
lations to meet tomorrow's standards. Address Dept. No. 5. 


Sold Through Electrical Wholesalers. SALES OFFICES IN PRINCIPAL CITIES. 





RUSSELL & STOLL COMPANY, INC. 


Precision-Built Electrical Equipment 
125 BARCLAY STREET, NEW YORK 7, N. Y. 
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FLUORESCENT FIXTURES 


| Three models, an 
| shielded and a 


| this line of commercial type four-lamp 40 


louver 
comprise 


unshielded, a 
plastic-shielded, 


watt fixtures. A 20-gauge steel-constructed 
| aluminum enamel-finished basic chassis and 
white Miracoated reflector, which provides 
a minimum reflection factor of 86 per cent 
are featured in the new line. Sylvania Elec 
tric Products, 500 Fifth Ave., New 
York 18, N. Y. 


Inc., 

















EMERGENCY LIGHT 


Two sealed beam bulbs, one at either end 
of the unit, are featured by this emergency 
light for cars and trucks. Covered with a 
red lens, the rear light provides a danger 
signal that is visible one mile. Front light 
facilitates repairs by illuminating side of 
car or truck. The housng consists of a red 
enameled steel box, |1!/g-in. long by 8!/4-in 
wide by 9!/4-in. high, and contains a I!/4-in 
deep tool tray beneath the cover at top 
The light truck or passenger car model is 
equipped with an automatic reel which 
holds 12-ft. of retractable cord with con 
nector; large truck models have 25-ft. of 
portable cord. A receptacle for connector 
| insertion is furnished for permanent mount 
ing on back plate of tail-light. Power is 
supplied by car or truck battery. Braunson 
Manufacturing Co., 829 W. Michigan St. 
Milwaukee 3, Wis. 
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FLUORESCENT FIXTURE 


This 4-lamp, 40-watt fluorescent fixture fea- 
tures hinged louvers for easy relamping 
and an all-metal construction without glass 
or plastic panels. Spill light illuminates sides 
of luminaire. The Edwin F. Guth Co., St. 
Louis 3, Mo. 





INFRA-RED LAMP HOLDER 


This infra-red lamp holder can be clamped 
to a bed or chair by means of its heavy 
duty clamp with universal attachment and 
rubber-covered grip. Furnished with a 250- 
watt, infra-red bulb with self-contained re- 
flector, the unit has a steel wire guard, an 
automatic push socket and a heat-resisting 
plastic button. Eagle Electric Mfg. Co., 
23-10 Bridge Plaza South, Long Island City 
1, es 





EMERGENCY LIGHT 


This emergency light with a 4-position ro- 
tary switch has a red flasher light and a 
floodlight for simultaneous or separate op- 
eration. Flashing red light is visible for 
one mile and floodlight throws a 1000-ft. 
beam, according to the manufacturer. The 
unit weighs 2!/, lbs. with a standard 6-volt 
lantern battery; rotates in 360-degree cir- 
cle; is of all-aluminum construction with 
polished case; has a black plastic handle; 
and is weatherproof. Economy Electric 
Lantern Co., 810 N. 6th Ave., Sturgeon 
Bay, Wis. 
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NOW AVAILABLE 


IN ALL POPULAR CAPACITIES 


Proportionately Located 
Current Carrying Short Circuit Links 





















Copper Alloy 


Equal heat distribution & 
Trigger Spring “fj 


—no hot spots 


Guarantees accurate, 
dependable 
calibration in 
production 


’ 


THESE THERMAL FUSES 
PROTECT COSTLY EQUIPMENT 


The extreme accuracy of calibration and the extra long timelag 
feature make possible close matching of the fuse to the equipment 
being protected. In the case of poly-phase motors, these features 
give more effective protection against burnouts resulting from 
single phasing. Overfusing is not necessary. Finally, protection is 
afforded from a thermal standpoint against high and detrimental 
ambient temperatures caused by poor contacts, insufficient air 
circulation, etc. 


Listed by 
Underwriters’ 
Laboratories, Inc. 


JEFFERSON ELECTRIC COMPANY 


Bellwood, Illinois 
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Type L (Synchronous) 


can be equipped with vari- 
ous control features. Also 
available in Type W 






(Synchronous-carryover) 





Heavy-Duty 
Time 
Switches 


TYPE LY 
TWO-CIRCUIT 






men 


ASTRONOMIC DIAL TYPE LD DUPLEX 


*% the Sangamo Line is Complete. oe 


Heavy-duty Switches + Miniature Switches and Timers 
Synchronous «+ Synchronous-Carryover + Electrically Wound 


StTa8 


SANGAMO ELECTRIC COMPANY - SPRINGFIELD, ILLINOIS 
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LAMP GUARD 


A rugged rubber handle, durable fibre cage 
and waterproof socket that insulates the 
user against electric shock are featured in 
this lamp guard. No tools are required 
to assemble or dis-assemble it. A patented 
rubber locking ring ends all fumbling with 
screws and bolts. The rotating swivel hook 
offers protection from glare through its 
flexible positioning. Parts are interchange- 
able and may be ordered individually. Safe- 
guard Electric Co., Inc., | DeKalb Ave., 
Brooklyn, N. Y. 


REFLECTOR FLOOD LAMP 


A new 300-watt, R-40 bulb, special service 
reflector flood lamp with a mogul screw 
base has been added to the line of heat- 
resistant glass bulb lamps manufactured by 
this company. The new lamp has a maxi- 
mum over-all length of 714 inches and is 
rated at 115, 120 or 125 volts. The ability 
of the heat-resistant glass bulb lamps to 
resist breakage on contact with water makes 
them especially suitable for a multitude of 
outdoor lighting applications. Westinghouse 


Electric Corp., Lamp Division, Bloomfield, 
N. J. 





WIRING BOX 


This shallow surface wiring box is designed 
to accommodate all but the largest-bodied 
duplex receptacles and toggle switches, ac- 
cording to the manufacturer. Constructed 
of brown plastic, it is for use with No. 12 
and !4 non-metallic sheathed cable. The 
box is 1¥% in. high and is available with a 
matched line of covers, including: Blank or 
pendant, duplex receptacle, toggle switch, 
keyless, and pull chain. Union Insulating 
Co., Parkersburg, West Va. 
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prizetighter’s build (he. stil 


attends ali 
the fights he can) he set up a_ private 
gymnasium in Bridgeport tor daily work 
outs. At Bridgeport, too, he conducted 
a young men’s forum tor discussion of 
public topics and a Sunday schcol class 
in the First Baptist Church 

In 1928, Mr. Wilson was named as 
sistant to the vice president in charge of 
the merchandise department of G.E. In 
1930, he was appointed manager of the 
merchandise department, and in December 
of that year he was elected vice president 
amd member of the newly-formed appli 
ance sales committec. 

In December, 1937, Mr. Wilson) was 
e'ected executive vice president of Gen- 
eral Electric, a new position involving 
responsibilities for all) company depart 


ments, and moved his offices to New York. 


Elected President 


Two years later, in November of 1939, 
the board of directors elected Mr. Wilson 
president of the company, and he took 
office on January 1, 1940, succeeding 
Gerard Swope. Thus he became the 
foucth president of the company he had 
joined forty years earlier. The other 
presidents were Charles A. Coffin, com 
pany founder; Edwin A. Rice, Jr.; and 
Mr. Swope 

For two and one-half years Mr. Wilson 
served as a vigorous and imaginative 
president. Then, in September, 1942, 
with the United States struggling to in- 
crease production of war material, Mr. 
Wilson resigned all private business con 
nections and went to Washington, at the 
request of President Roosevelt, to become 
vice chairman of the War Production 
Board. Mr. Swope came out of retire- 
ment to resume the duties of G.E 
president. 

\t the direction of President Roosevelt, 
\Ir. Wilson became executive vice chair- 
man of WPB in February, 1943, with 
full authority over all production. As 
wartime boss of the huge U. S. produc 
tion effort. Mr. Wilson achieved some 
pectacular successes. In particular, the 
aircratt, shipbuilding and munitions pro 
grams boomed under his direction. He 
served in this capacity until August 24, 
1944, when his resignation was_ finally 
aC cepted by President Roosevelt. Re 
turning to his pre-war work, Mr. Wilson 
Was again elected a director and president 
it General Electric on September 8, 1944 
He is particularly well known for his 
industrial production achievements, an‘ 
tor his demonstrated interest in expand 


ing distribution of goods to absorb un 












Type S 
Single Pole, Single 


Throw, Rated 15 
Amps 


Available in 
Ivory or Brown 


4 
ae, 


» 


Precise 
Miniature 
Switches 


Type SJ 
(Plug-in) 


Rated 10 Amps. 
or 4% hp at 120 
volts. 


sunih hb hokde ka 


INTERVAL TIMERS 





Ideal for attic fans 





and unit heaters 
Adjustable from 15 
minutes to 12 hours. 







Type T Timer 


Write for informa- 
tion— it's to your 
advantage. 


SANGAMO ELECTRIC COMPANY + SPRINGFIELD, ILLINOIS 
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employment and to promote higher livine 
and working standards. 

Wilson is a director of the Interna 
tional General Electric Company, chair 
man of the board and director of the 
G. E. Supply Corporation, and a director 


1 


of the Guaranty Trust Company 


Beryllium Lamps Barred 
From Mails After October 


\fter October 31, 1949 fluorescent lamp 
tubes made with phosphors containing 
veryllium will be prohibited in the United 
States Mails, it was announced recently 
hy the U. S. Postal Department. 

An earlier bulletin by the Postal De 
partment had set July 31st as the date 
for the ban to become effective How 
ever, when the National Association 
of Electrical Distributors (formerly 
NEWA) and other trade groups pointed 
out that many wholesalers have stocks 
of lamps in their warehouses with no 
means of identifying them as to whether 
or not they contain beryllium, the postal 
authorities agreed to advance the effective 
date to October 31, 1949 

The Postal Department emphasized 
that all parties concerned with mailing 
Huorescent lamps should understand that 
tubes in excess of 24 inches will be ac 
cepted only 1f packed for postal handling 
Considerable damage has been experi 
enced with tubes of the 36 and 48 inch 
lengths which were mailed in cartons not 
devised Tor parcel ist 

Phe ruling is as follows 

‘In view of the toxic properties of 
beryllium compounds, all fluorescent lamp 
tubes coated therewith, or with any toxi 
substitute therefor, are prohibited in the 
mails 

“As an exception to the foregoing 
paragraph, dealers may be permitted to 
continue mailings properly packaged to 
individuals or concerns, but not to manu 
facturers, distributors or jobbers, until 
July 31, 1949, after which date all further 
mailings of thuorescent lamp tubes coated 
with beryllium or toxic substitute there 
tor are prohibited.’ 

\nother restriction issued said that no 
Huorescent tubes, so-called by the Postal 
Department, exceeding 24 inches in length 
will be accepted in shipment by the Postal 
Department 

(‘Commenting on the ruling, NAED told 
its members, “It is our understanding 
that due to the alleged hazard invo!ved 
in the use of beryllium, lamp manufac 
turers have arranged with the government 
to discontinue the use of beryllium = in 
phosphors on and after July 1, 1949 

Unquestionably, the limitation to be 
placed in shipments ot fluorescent tubes 
exceeding 24 inches in length will be an 
added burden to the industry, the asso 
ciation told its members 


NAED is alert to the situation and 
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as suggested that a hearing of the 
ntire industry be -held in Washington 
for full discussion and disposition of this 
natter, so that undue hardship can be 
ivoided. The lamp manufacturers also 
ave made a similar appeal. If and when 
such a hearing is held, NAED will be 
represented to present the facts on behalf 
f electrical wholesalers 


Wesco Designates New 
Assignments for Two Men 


The Westinghouse Electric Supply 
Company recently announced the appoint 
ment of two of its men to positions as 
branch manager and farm sales super 
visor 

Robert J. Grueser has assumed the 
duties of branch manager for the Dayton, 
Ohio, branch. Prior to this appointment, 
he served as a lighting specialist for the 
Wesco Cincinnati house. 

Mr. Grueser, a native of Pomeroy, Ohio, 
had worked for the Columbus and South 
ern Ohio Electric Company, and the J. C. 
Penny Company before joining the Wesco 
Cincinnati branch in 1946 

N. C. Doxen has been made south 
Atlantic district farm sales supervisor 
with headquarters at Baltimore, Mary- 
land. Mr. Doxen is, at present, Wesco 
south Atlantic district apparatus and sup 
ply sales promotion manager, and will 
continue in this position in addition to his 
new duties. 

A graduate of Baltimore Polytechnic 
Institute, Mr. Doxen was employed by 
the Eastern Aircraft Co. and the Balti- 
more & Ohio Railroad prior to joining 
the Wesco Baltimore office in 1945. After 
service as an apparatus and supply sales- 
man from 1946 to 1948, he was appointed 
to his duties as district apparatus and 
upply sales promotion manager last 
November, 


.E.S. Program Complete 
For French Lick Meeting 
NEW YORK—The 1949 _ National 


lechnical Conference of the Illuminating 
Engineering Society, to be held Septem- 
er 19-23 at French Lick, Ind., will offer 
2 papers on a “Symposium on Color” 
n addition to a parallel session on resi 
lence lighting forums and the pre-con 
erence lighting service forum, it was 
nnounced recently. 

Chis annual conference is the only 
theial assembly of all the membership 
f the Illuminating Engineering Society 
ir the dissemination and discussion of 
ew facts, data, and techniques in the 
apidly evolving art and science’ of 
Illumination 
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NEW cuTH MAZELITE* 


hook-on reflector................. | 
and those Turret Sockets are dandies, too! 


That rugged reflector can take it because its GUTH 300° 
WHITE PERMALUX finish is high-baked to bonderized, zinc- 
coated steel—can’t crack, check, chip, craze or peel. Gives 


over 85% light reflectivity, too! 


No more tugs-o’-war trying to remove stubborn reflectors for 
cleaning! No nuts, clips or gimmicks to get lost or out of 
order! Mazelite hook-on Reflectors hinge from either side of 


channel or can be completely removed and replaced instantly. 


The new MAZELITE’s TURRET SOCKETS speed relampings. 
Lamps cannot work loose. We'll gladly send you our handy 
new Pocket Catalog 46A-G with full details about this and 


other outstanding lighting equipment—compliments of 


YOUR TEAMMATE 
IN precision planned LIGHTING 


IGHTING 


THE EDWIN F. GUTH COMPANY / ST. LOUIS 3, MISSOURI 
*® 


Os Leaders ws diag hlurdg buace Ao? 
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@ LOWER SURFACE BRIGHTNESS 

@ HIGHER LUMEN OUTPUT 

@ LONGER LAMP LIFE 

@ INSTANT LIGHT WITHOUT STARTERS 
@ LIFETIME PORCELAIN ENAMEL 





available in 4 and 6 ft. units. 
permits wide versatility of installation. 
outside. 


of reflector from hood. No loose parts. 


falling from vibration. 


cated and wired A. F. of L., |. B. E. W. 





with a NEW 
HEAVY-DUTY 


SLIMLINE 


INDUSTRIAL UNIT 


Newly designed one-piece, heavy gauge steel top 
channel. Individual mounting or continuous runs. Fin. 
ished in gray baked-enamel to match top side of 
reflector. Immediately available in 8 ft. units — will be 


Slide-grip hanger groove running entire length of unit 


Lifetime porcelain-enamel reflector, white inside, gray 


New E-Z-LOK for split second assembly or disassembly 


New G. E. Turret Lampholders spaced 5 inches of cen- 
ter. Safety spring action eliminates possibility of lamps 


High-power Factor ballasts. U. L. approved. Units fabei- 





SLIMLINE INDUSTRIAL UNIT SPECIF 








Cat. No. Lamps | Miliamps 





Porcelain 60 Lumens volts 
Enamel per watt 60 cycles 


Reflector — 





2425P | 2-75 wate) 4257 110-125 
64 Lupine volts 
per watt 60 cycles 




















List 
Price 
2200P | 2-51 watts} 200" 1130-125 | $67.50 
$78.50 








with 300 M A. ballosts can be supplied. 


available, these units can be supplied in 








G. E. Lamp Establishes 
3 New Sales Districts 


(CLEVELAND—tThe establishment of 
three new sales districts in the nation 
wide sales organization of General Elec 
tric’s Lamp Department was announce 
here recently by Fred F. Harroff, genera! 
manager of that department. 

The new districts, their locations and 
managers are as_ follows Connecticut 
Valley sales district, New Haven, Conn 
Elbert A. Hawkins; Texas Gulf sale 
district, Houston, Lex. (Lreorge S. Trot 
ter: Puget Sound sales district, Seattle 
Wash., Lloyd R. Wilson 

Mr. Wilson, who has been manager ot 
the North Pacific sales district, Port 
land, Ore., will be succeeded in that posi 
tion by Walter J. Pitblado, formerls 
manager of the Portland service district 
\lex C. Ham, assistant to the manager 
of the Chicago service district since 
1947, has been named Portland service 
district manager. 

Prior to his present promotion, Mr 
Hlawkins was a salesman with the New 
York sales district. His career wit! 
G. E. has also involved sales promotio: 
activity at Philadelphia, and sales work at 
Baltimore, Philadelphia, New York am 
New Haven. 

Mr. Trotter joined G. FE. as an order 
clerk in 1934, and two years later became 
a salesman. He has been engaged ir 
sales work in the Southwestern sales 
district since that time 

The additions bring to 34 the number 
of sales districts operated by General 
Electric’s Lamp Department. Creation of 
the new districts 1s expected to integrate 
more closely the department's sales sys 


tem, providing closer customer relations 


and more efhcient service, according t 
Mr. Harroff 





E, A. Hawkins L. R. Wilson 





G. S. Trotter W. J. Pitblado 
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n 
le E. E. Bodge, president, addressing the 
ot entire group of von Hamm-Young 
He Company employees at the company’s 
50th anniversary celebration. The af- 
ot fair was a Luau or Hawaiian feast. 
rt On the right of Mr. Bodge is Mrs. 
= Allen C. Germann, a guest. On the 
vis left is C. C. von Hamm, chairman of 
ot the board and one of the founders of 
the company. Mr. von Hamm cele- 
= brated not only the company’s anniver- 
ACE sary but his own 50 years with the firm 
ice as well. On his left is Mrs. Walter F. 
Dillingham, wife of one of the direc- 
As tors of the company. 
ew 
it! ee . . 
ion Hawaiian Distributor j r ¥ 
- Celebrates 50th Birthday Sy 0 
an] ° A R AWN T E ; 
HONOLULU—One_ of the leading me 
de: ; 
events in the von Hamm-Young com OF M THE INSIDE 0 
. pany’s 50th anniversary celebration held SIGNED FRO UT 
here recently was a Luau or Hawatian 
om TO GIVE YOU MORE SALES AND NEW PROFITS! 
bet The company was organized by the ” } 
. : late Alexander Young, his son Archi- 
Ta 


bald A. Young and Conrad C. von Hamm Look a These h Engineered Design of this 

| ot = ° ft 3 : 

ftv vears ago. The firm started with < ~ \e new construction permits 
~~ 


an initial capital of $100,000 and was oper- 


i Features AAI the use of a maximum 


ated under the joint management of Mr. 








amount of energy pro- 
ons ° ° . 
, \rchibald Young and Mr. von Hamm Sealed in Steel and ducing raw materials to 
ntil the death of Mr. Archibald Young Plastic with the tough make a big, full-size battery with 
1925. Since that date, Mr. von Hamm plastic outer casing longer life. 
has been the chief executive of the com- and the steel cap ma- 
pany, holding the office of president until chine-sealed directly intothe battery : 
04? | 3 see ¢ ,'. , Chrome Protection keeps 
1942 when he became chairman of the top to prevent power loss. aN 
: > op fn) BURGESS fresh and 
hoard. Mr. Edward E. Bodge, who had Mod in Styli ith 
; odern in Styling with -|)) i f}} ready longer because it 
heen associated with the company since fenctionel desian th ce ee : 
en 4 ; q unctional design that “wSsi\ curbs interior action in 
1908, became president in 1943 and still sein in ak 
; ' | Hcy results in sleek, attrac- the battery when the 
serves in that capacity today. Bo sarance and ‘ . . 
+; = : , tive appearence anc flashlight is not in use. 
Other officers of the company today = — protection by 
« 
1 a > me = Se ee . ‘ : Pes 
lude: R. Alexander Anderson, vic more effectively insulating the zinc 
reside = ns -esident ; a a Ss . ee 
ident ; J \. Pell, — oe ident and can. The engineering skill and Guaranteed by the maker 
manage ales: F Sutton. secre DeoEce , , > re ati 
mager of sales; E. W. suneeens - SEes know-how that has made BURGESS — whose reputation for 
ry and asst. treasurer; FE. L. Knicker- first choice of scientists and explor- i; quality and dependabil- 
hocker, treasurer and asst. secretary. ers for years has now created Sree“ ity has made BURGESS 
Branches were opened in later years another first for flashlight users the foremost name in 
the three outlying Islands to provide everywhere. radio batteries. 
al facilities and organizations to han- 
dle the merchandise and service require- GET STOCK NOW! Big 2-color ads break in Collier’s and other 
ments in those markets. The first branch leading magazines right at the start of the big fall flashlight bat- 
was established at Hilo on the Island of tery season. Be ready for sales and stock up on this new Burgess 


awaii in 1912: the Maui Branch was 


established in Wailuku in 1919; and the 


branch on Kauai was established in 1920 BATTERY 
at Kapaa. The latter office was moved in C COMPANY 
" 1936 to Lihue, its present location. FREEPORT, Hit. 
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Flashlight Battery. Order them now. 














The man on the 
ill tell you 







Since 1857 





If you know linemen, you know they want the finest in quality 
when it comes to equipment. Not only does their job depend on 
it—many times their lives do. 

It is the reputation of nearly a century in designing and manu- 
facturing the finest in linemen’s equipment that has won Klein its 
position of preference with linemen and electricians everywhere. 

It is easy to make equipment that looks like Kleins. It takes 
years ol experience plus extensive manufacturing facilities to 


make equipment that performs like Kleins. | 
foday you are assured prompt delivery on all Klein products. | 
Be sure your pliers, climber straps, safety belts and other items 


carry the Klein trade-mark—famous for quality “since 1857.” 


ASK YOUR SUPPLIER 
Foreign Distributor: 
International Standard Electric Corp., New York } 


he Klein Pocket Tool Guide showing the 
Klein line and containing useful tool infor- 
mation will be mailed on request. 


us K LEINes 











Grave Danger Seen in 


Continued Excise Taxes 
NEW YORK—In a recent publi 

statement, Charles G. Pyte, managing 

director of the National Association of 


Electrical Distributors, formerly the Na 
tional Electrical Wholesalers Associatiot 
declared that ke expressed the views ot 
the approximately 900 distributing house 
comprising that association’s membershij 
when he said that there will be grave 
danger to the country’s business prospect 
by continuing excise taxes 

There is no doubt, Mr. Pyle state 
that modern, major household electrica 
appliances and many other electrical de 
vices cannot be classed as luxury item 
inder the present American standard « 
living These items, however, are stil 
subject to excise taxes which were in 
posed as measures of war time necessit 
for the express purpose of conserving 
for vital war time needs, certain essentia 
materials used in the manufacture « 
appl ances and electrical de vices, he sat 

Poday’s outstanding requirement, M1 
Pyle dec!ared, is to utilize every availabl 
means to accelerate our business activit 
from the national to the ultimate loca 
level Contidence on the part of tl 
general public as to the economic situatior 
must be encouraged toward that en 
Industry is using its best means to pr 
mote the confidence of the public in the 
values being offered in the market places 
It is difficult in many instances to bring 
prices down to the point where tl 
public is willing to buy when the cor 
siderable factor of “excise taxes’ must 
be reckoned with, he said 

Business generally can, as always, hi 
declared, be counted upon to devote it 
entire energy toward giving the publi 
the goods it wants at a price attractiy 
enough for the public to buy. 

What the electrical industry nee 
particularly at this time is the remov 
of excise taxes on essential electrical 
appliances and devices, Mr. Pyle state: 
Unless such cooperation is forthcomin; 
from the government, the electrical in 
dustry’s progress is in grave danger of 
being slowed down materially, he en 
phasized. 


Four Managers Named by 
U. S. Rubber Department 


Howard H. Weber, newly appoint 
general sales manager for the wire a! 
cable department of U. S. Rubber Con 
pany, has announced that four division: 
managers have been appointed to super 
vise sales of electrical wire and cab! 
throughout the country 

Clarence H. Le Vee has been name 
eastern division sales manager with head 
quarters in New York City. He w 
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supervise sales in Boston, New York, 


Buffalo, Syracuse, Philadelphia, Balti- | 


























more, Atlanta and Pittsburgh branches 
J. A. Leuver has been appointed west 
li ern division sales manager with head 
ng quarters in Chicago. He will supervis« 
of sales in Cleveland, Detroit, Chicago, Cit 
a cinnati, Indianapolis, Milwaukee, Min 
Y neapolis and Omaha branches 
ot Don B. Karlskind has been nam 
sé southwestern di 1S .1)} ales mat ive! V1 
ri] headquarters in Dallas, Texas. H | 
ive in charge of branch sales it rming 
ct ham, New Orleans, Houstos Dallas, 
Kansas City, Tulsa, St. Louis and Denver 
e( a \M (;uibara has beer appoint 
Ca Pacitic coast division sales n inagel itl 
le headquarters in Los Angeles ri vill he 
aT in charge of branch sales in Los Angeles 
ot San Francisco, Portland, Seattle and Salt 
ti] Lake City 
n 
it . P . 
oO Fewer Hanger Stems and Canopies 4) Faster, Easier Installation 
ng 
* Unistrut’s great channel strength per- Unistrut channel and fittings are at- 
Toes Ps >}. : . mits wider spacing of stems—up to tache 1 . at -asily 
National Planned Lighting . pate of 8 P ed to fixtures quickly and easily 
e : ee 15 ft. apart if desired, but a better at normal working height or at sus- 
il " , . ° ° . ° . nee , 
' Committee Formed by EE] appearing installation and obvious pension level. No drilling, no welding, 
\ a é al s . = Ors . - > 
bl \ National Planned Lighting Prom Savings. 100% adjustable. 
I . we . : : 
tion Committee, which will keep the ’ 
it itil Saletan. a8 ; @ Perfect Alignment 5) Added Safety 
electrical industry Iroughout the coun 
try informed on new developments it Unistrut channel is rigid, strong and Unistrut assures the utmost safety of 
tl ill ide ables pittaliin te Catia perfectly straight—gives you true align- installation because an entire row of 
« i A ~ ~ »« » A\ y $i, » , - - - - . 
10 silt tee ahi: BI ment of fixtures. Cleaning, re-lamp- fixtures becomes a single integrated 
tormed by ¢ “cd1sol ect nstitute ° ae ° . ° 
n TI vas oe ing or other servicing cannot disturb unit—added safety obtained by no 
1e ommitt ~ whi 11] he : = 
re eee this alignment. other method. 
t] headed by J. S. Schuchert of the Du 
oa juesne Light Company, Pittsburgh, Pa., © Completely Flexible @ Saves Time and Money 
, “11 1 or ] : | +} 
vill be organized on a regional has vit , 
ing ill be organiz« Sis plagues Stems or rods can be installed at any Reduces number of canopy and stem 
tt every section of the United States ben point along Unistrut channel to over- sets used, lowers wiring and rewiring 
- represented by a leading figure whtis come possible ceiling irregularities or costs, eliminates drilling and welding 
aan promotion obstructions. Ideal for continuous runs costs, saves planning and installation 
O08. enminites will set or intermittent spacing of fixtures. time. 
} caries HOUSE 1OF SUCCESS! . lar Fully Tested and Proved by Contractors — on Thousands of Installations 
s | yohtine promotional yn] neatior - 
it Jighing pi  % Demanding the Finest in Lighting! 
b] deas used in all markets by t 
r 
, — ‘ 
. ranicnes allt ici¢ iss . 
lectrical industry, including You Need Only These Few Unistrut Parts CT] 
listril Jo | —fr ; . 
rs, distributors, contractor ( s and ; it. L % 
‘ i, aeoten, senhewrtens, Seaies a8 SS feiner ee ij 
va gry — a — $3 ie plete. So Drive-in End | gone | 
‘ ommittee member will sparky lanned Ie an <= Cop. H 4 
- | - = 4 4 | 
' Lighting activities in his assigned are lL . a Bo 64 
” tin ’ ‘er t l ; - Snap - in >, 7a BrZ} 
a cting as the source of new I. promo . Sian. Site _4} Closer Strip t.— 
an at . 2.) | ey re * ear Soins Sy] End View of 
in ONal 1d€as and coit lal POTTS a lg ——— Hanger Fitting 
he long-term benefits resulti 1g P : Supporting Uni- 
: . ” ms Unistrut Steel Channel and Patented Spring Nut strut Channel 
en ressive | ldalll ed ] wihtneg ] 1 t | 
ustomers and companies — ——s 
At the same time, t) titute J Write today for your Free copy of New Unistrut Bulletin on 
— wry | Hanging Fluorescent Fixtures. 
unced that Phe Facts r Laight, a : 
vy brochut e packed with information « sees ee eee eee eee mem we ewesoeoeoee 
whee scm ges ‘ U.S.PATENT NUMBERS '! 
iccessful I lat ned | wit { ill 1 
= eg , 2327587 2345650 2300379 | UNISTRUT PRODUCTS COMPANY , 
ponsorec electri 1 1 thre : 
‘ .8 , a 2329615 2363382 2405631 | 1013 W. Washington Blvd., Chicago 7, Ill. | 
nt mmercial, residential at ndustrial e i ; 
‘ ae : , i DEPT. 61 i 
markets, W1 De released t t 1 istry nan 
ite BEE te the near fetes Representatives in Principal Cities Please send me your new Unistrut Bulletin 1 
a1 : fm the Near rt i on Hanging Fluorescent Fixtures, without 1 
The brochure will present the enti i obligation. ! 
OT - > 1 | ' I : 
group of P/I. sales aids ava e tor use i ; 1 
ni sg ye ’ Name 1 
1949-1950, and will show how electri i ! 
ye! : : — : ! 
Sa Impanies ave used these materials 1 1 Company ; 
A ; P ‘ 4 i 
romotional-educational campaigns It ! 
P ! Address 1 
ill serve as a valuable reference tol ; 1 
Tie 
dustry sales executives in organizing l City : Zone Illinois ; 
2a ‘ ae ae 
‘al Planned Lighting programs : _ 
W — ee ee ee eee ee ee eee eee ee eee ee ee ee ee ee ee 
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get your share of the growing 
market for PA|NE hanging and 


fastening devices 


Tie-in to the expanding home-fix-it market and 
get your share of this profitable repeat business. 
More and more people are making a habit of 
keeping Paine Devices in their tool boxes ready 
to make repairs when needed. Self-selling coun- 


ter merchandisers, descriptive consumer folders 


tee RA RS. 


and national advertising are all keyed to help 


you sell, 





EXPANSION ANCHORS 
for solid walls or floors 


The tough job of fastening articles to 
solid floors and walls is easily licked with 
Paine Expansion Anchors. Used in any 
solid material. 





SPRING WING 
TOGGLE BOLTS 


Provide permanent fastening to 


@? HANGER IRON 
1001 Home Uses 


Paine Hanger Iron is one of the most hollow walls or ceilings the simple 
useful home fixit items on the market and inexpensive way. They may be 
today. It can be bent or twisted to fit used for fastening to wood, marble, 
the user’s needs for hanging innumer- lath and plaster, gypsum, tile and 
able items. sheet rock. 


WRITE FOR NEW CATALOG AND NEW PRICES 


The PAINE co. 2979 Carroll Avenue, Chicago 12, Ill. 


Offices in Principal Cities 


The Best Craftsmen Always Take 





130 ELECTRICAL WHOLESALING 








New Committee to Study 
> . am ae. 
Problems in Farm Wiring 

A newly formed Farm Wiring Coord 
nating Committee under the chairma: 
ship of J. S. Webb, agricultural engine 
of the Philadelphia Electric Co. w 
attempt to clear up the farm. wiri 
bottleneck. 

Composed of representatives of t! 
National Electrical Manufacturers Ass: 
ciation Farm and Rural Market Con 
mittee and the National Adequate Wiri 
Bureau, all the members of the nm 
committee are experienced “hands” 
adequate wiring and farm electrificati 
programs. 

Moving into the wiring picture about 
year and a half ago, the cemmitt 
reached these conclusions: Farme 
could not be expected to “buy” adequ 
wiring unless they were “sold” on it; 
interest them in sound, engineered wirin; 
installations required more than a sale 
talk; the story of farmstead wiring ad 
quacy must be carried to educatior 
institutions, as well as to contractor 
power suppliers and others concerne 
with the problem 

In line with its efforts to satisfy th 
three basic conclusions, the committe 
has developed its first promotional-educ 
tional “helper’—a_ set of ve displa 
pieces. All are in color; each is 30x40 
inches in size. The basic display is 
7-color piece which shows a perspectiy 
of a farmstead complete with load center 
installation. The other display pi 
present isometric or skeletonized sketcl 
of each of the following farm structurt 
shown on the perspective; farm res 


barn, poultry house, 


dence, dairy 
house, workshop and granary. Use 
the isometric technique permits observé 
to “look inside” the various structures 
and see what the committee recommet 
in the way of electrical equipment 
household and for farm production 
The displays also feature floor plans an 
wiring layouts for all buildings illu 
trated on the /7-color perspective 
Sketches of various structures are bast 
on plans prepared by the Better Far 
Buildings Association 

The colorful sets are designed to pt 
vide display pieces for use by powe 
suppliers and others at fairs and in lol 
bies and windows; to illustrate discussio1 
about farm wiring at meetings of fart 
organizations, rural youth groups a! 
school classes, and for presentation du: 
ing conferences with rural personnel. T] 
sketches are so drawn as to provide nec« 
sary “room” for adaptation of layouts t 
various local conditions. The end resu 
it is hoped, will be to help the farm« 
sell himself on the value and need f 
adequate wiring, and thus make t! 
necessary follow-up planning and “ord 
taking” job a mutually agreeable a: 
|} understandable operation. 
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“AD ORCHIDS”—J. D. Elgin (sec- 
ond from left), sales promotion man- 
ager, and W. E. O’Brien (third from 
left), general sales manager, of Toast- 
master Products Division, McGraw 
Electric Co., receive advertising award 
of the Society of American Florists for 
outstanding use of flowers in national 
advertising from R. H. Roland, the so- 
ciety’s executive secretary. D. S. Elrod 
and F. J. Wachter, of Erwin, Wasey 
& Co., Ltd., Toastmaster’s agency, 
look on. 











Two New Slimline Lamps 


Devel 


Pw 


oped at Nela Park 


new imine — flu 


ent lamps, 
1 oe 
11d MN a NICH cdiamete 
r-12) a unl x tee g, re 
' d _— 
€ 1vely ive ectl a I | V ren 
il Electric’s | imp Departn t at Nela 
irk, ( leveland, Ohi 
The new lamps re eloped as 
npanions to the recently announced 
ght-foot-long lamps of the same diam 
eter, according to G-E illuminating en 
gineers. They said the lamps are de- 
igned for instant-start operation, and 
iy be operated at the same brightness 
el as the 96-inch lamp 
Both lamps have g 1 i ol 
cti ind use ird ush-pull 
IMill inpholade ire availa le 
t r ides t vhi W hite 4500 
te warm tint 
I G-E engines i] ( Sizes 
} lh, T 


nes pr rmit extreme flexibility 


lighting applications. 


Litecraft Expands, Moves 


Offices to Brooklyn, N. Y. 


Litecraft Manufacturing Co., maker of 
| ent recessed lighting hxtures 
va s types cali nits, re 

ly ed its hices tre Newark 
| 104-114 Soutl 4} Street, 
} 11, N. Y. 

newly-acquired factor space i 
klyn supplements Litecraft’s facili 


it Newark and Los Angeles, accord 


, ; 
’ Ben Roisman, president 


n i ic¢ was fF ull to 
ent den ind a 1 f t mul 
ade 
la enting ¢ ¢ 














; | 
Hore 


1S A LINE OF 


FLOODLIGHTING 
UNITS 


that’s building 
business 


FOR ME~ 


The reason QUAD Floodlights build 
business is because of the many fea- 
tures. The Exclusive QUAD Multi- 
ole Mounting saves time and labor. 
A special junction wiring box cuts 
costs. The adjustable head gives in- 
dividual light control. The Beam 
Projectors are simple to adjust. 


Because of the QUAD Multiple 
Mounting development the usual 
elbows, nipples, and other pipe fit- 
tings required for mounting three 
single floodlights are eliminated. 
QUAD units are furnished com- 
pletely equipped for immeciate 
mounting in single, double, or triple 
unit combinations. 


QUAD units are adaptable for 
either pole top, pole clamp, or flat 
surface mounting. Types are avail- 
able for either open or enclosed 
wiring. 

QUAD UNITS save time, labor, and 
material. They are quickly inter- 
changeable on the brackets, simple 
and economical to maintain. It's 
the profitable line for you. 








| QUADRANGLE MFG. CO. 


Pera. 2's oF? eae 
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a The mporlance 


GOOD LAT 


The amazing “Whiter than White” Abolite finish 





adds a NEW brightness, a NEW efficiency fac- 
tor to the already popular ABOLITE line of fine 
lighting units. Designed and engineered to pro- 
vide maximum illumination on working surface 
creas, ABOLITE achieves complete satisfaction 


and top performance — yet all so simply. 


We call it “engineered seeing’ because it directs 


‘ “more light where you want it”. 


Write for the ABOLITE catalog—a complete line 

commercial! 

purpose. Let us help 
ND GFT THE BFST 


of industrial units for every lighting 


you—SPECIFY ABOLITE 


SOLD EXCLUSIVELY THROUCH 
ELECTRICAL WHOLESALERS 


THE JONES METAL PRODUCTS CO., West Lafayette, O. 


WHITER THAN WHITE f7? 
PN: Jol Rha - 
éghting 





ELECTRICAL 
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Distribution Conference 


Scheduled for Oct. 10-11 
BOSTON—“Distribution in a 
ing Market’ and ‘World Aspects 
will be the the [ 


Char 


Distribution” 


21st annual Boston Conference on Di 
ibution, scheduled for October 10-1 
according to a recent announcement 
dean te oomblield, director of the « 
el 
\ t rities 
iddre é nferenee n subjects 
s ind in |x 1 es all « 
‘ bution, it 
S r ‘ est € con 
thre ( ire ese. WI 4 
‘ ‘ aC istribution? H 
) ( t ire market 
? i ( maint 
t WI it Ca 
ke distribution more efficient 
\ il s market r search accomplishir 
\VI icles must be developed 
rr market lj 1 
| ( tere ‘ List 
re erested 
\n in business,” M 
Bl eld stated It 1 ponsored 
er tail ra 1, Board { the Pe 


———— ‘ ot 
( il et ! ( mMnerce 1 cooperaul 

] it tire | ird University (srad 
School of Business Administration, t 


bi t University College f 
\dmunistration, Massachusetts 
f Technolog and others 


Busine 


Instit 


Acme Lighting Products 
Appoints joseph Terr 
CLEVELAND-—Joseph Terr has b 


representative 
( ‘ \ Light 
P i is lea 
thie \ 
( the All 2 lle 
| { | | ew po 
1 ( esl v 1 Act 
kK] ( iddition 
‘ iCKYL 
S 25 i] 1 nee 1 
1 1 ¢ D tio 
a t ( po ta 
Sonora Announces 
New Radio Line 
CHICAGO-——-A_ new radio line 
| ] 1 yobbe l dl rece 
| ( (et esident the Sor 
Ra & Tel ( t this 
| 1 ists ( ible mod 
t | les ’ ¢ | hon i 
( it it luded \ 
s 4 wl cl il! Vs 
S i for the st ir mont 
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om /< 
£8 Le 
ys 
é 


x 
manager for the Westinghouse Electric 
Supply Co. at its executive headquar- ese 


ters, 40 Wall St., New York City. 


Prior to this appointment, he had » | a 
served as headquarters training super- Gi rn e 


visor for the company. Mr. Chapman 





RUSSELL N. CHAPMAN has as- 


joined Wesco in 1925 as a salesman for 

the Boston branch, and became branch 

sales manager at this house in 1943. ‘ 

He was appointed apparatus and sup- oo SHOW EM PIERCE VENTING 
ply sales manager for the Wesco New 

England District in 1944, and four 


5 2 " > Blow smoke through the Pierce Fuse to 
years later assumed his duties as head- dramatize the fact that it’s ventilated. 
quarters training supervisor. - ep Heat can’t build up during safe opera- 

tion. Stops unnecessary blowing and 


prevents costly idle machine time. Elimi- 


nates dangerous afterblows. 
Cash Awards Offered for f - 


Best P/L Installations SHOW 'EM PIERCE RIGIDITY AA 


7 : , % 
rw ational Planned Lighting con 7) 


You can’t bend a Pierce Fuse with your hands. The 
tubular bridge construction, unique with Pierce, 





I Tristitute ind the other by the Get 
idl Wits Tinie Diegerted altel gives rigidity and assures permanent, perfect 
dl CCL 1 ill A i ( l . 
1 of $22 40 ; “1 blade alignment. Visible proof of Pierce's su- 
al OF B2 ) . route 
lS laaed io - perior construction. 
quivid us allt ct ba “C1l ‘ 


tstanding \ | n the field f planned 

rhting im the vear 1049 ‘seal 

Harry Restofski, chairman of the KEI Tae 

mmercial Division (;eneral C ommiuttec, 

Se ee g Pe! \\t4/{| | SHOW ‘EM PIERCE LINK 
—_ 


The famous “Balanced Lag” Link with the sci- 


entific “blow points’. Prevents unnecessary blow- 


- ~ 
my & 
> 
aa" 
~ oe 
J 
f 
J 
im 


ing but never fails to blow when there is danger 


ee from short or ground. 


mit wad chventGcust aiticiies durin L Selling Pierce is Easy — 


we Because Pierce Sells on Sight! 
\ grand 1Z¢ $500 and pla will 
given to the electric utility achieving 
e greatest success in the cor ercial, 
esidential and industrial lighting. ma 
ets combined 
Three equal prizes, each of $150 and For Forty Y ears, Specialists in the Design and Manufacture of Fuses 
aque will be presented for the bes 
rm eR Oe we RENEWABLE FUSES, INC. 
cords commercial lighting promotior 
vo similar prizes are offered for res 145 Pacific Avenue *« Buffalo7, N. Y. 
tial lig] ting acti ties and one prize 
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The new transpar- 


vice entrance cap 
designed for safe 
ty and economy 


better insulation, safety. 


installation work. 





SERVICE ENTRANCE 
PACKAGE KIT 


The most sensational new development in 
the electrical fitting field is the M. & W. 
plastic transparent cap for service en- 
trance work. This non-breakable service 


cap with cable hanger attached offers 


and simplified 





is now available at vour 





with compound, and 
| package cadmium plated wood 


This is a standard service 





OTHER M & W PRODUCTS 
Watertight Entrance Cable 
Connectors @ Watertight 
Connectors Compound 
Filled @ Watertight Rub- 
ber Bushing Type Connec- 
tors @ Porcelain Entrance 
Heads @ Flange Type En- 
trance Heads @ Entrance 
Service Cable Hanger e 
Wall Flanges @ Ground 
Devices and Clamps e 
Cable Clips and Pipe Straps 
@ Connectors, Couplings, 
Bushings, Washers, Closers 











The M. & W. ELECTRIC MFG. CO.., Inc. 


ee ee 


oe Mme) 





W. Catalog Bulletin No. 18. 





also $150 and plaque, for industrial light 


ing promotion. 
“It is believed that this emphasis in 
the Planned Lighting Awards upon com 
mercial and residential lighting corre 
sponds closely to present possibilities i 
the lighting markets, and to the pro 
portion of effort now being placed in the 
various lighting ficlds by the average 
electric company,” Mr. Restofski said 
The Planned Lighting Awards will be 
presented to winning companies and in 
dividuals at the 16th Annual EEI Sales 
Conference, Chicago, April 4-6, 1950. 
At Nela Park it was announced that 
judges have bee! selected for the $21,004 
nationwide lighting competition being 
sponsored by General Electric’s Lamy 
| 


Department in connection with the ele 


trical industry's Planned Lighting Pro 
vram 
Selection «f the 24 winning installa 


tions in the commercial and industrial 


lighting classitications will be made by 
the following Chairman, Berlon ( 
ooper, easter editor, /:lectri ul Cor 
ul , 1 / Cnance J Byers 
lays, architect, Conrad, llays, Simpsor 
ind Ruth, Cleveland: F M. Strong 


Olessor, School of Electrical Kneineet 
ing, Cornell University, Ithaca, N. \ 
J. M. Ketch, illuminating engineer, G-|! 


Lamp Department, will serve as techni 


1 1 
idvisor tor thest judges 


Residential Lighting Awards 


Phe 12 winners of residential lighting 
awards will be selected by the following 
judges Chairman, Caroline E. Hort 
Electrical Testing Laboratory, New York 
City, and chairman, New York Sectio1 
IWuminating Engineering Society ; Glad 


Miller, interior designer, New York Cit 


ind member [LELS esidence lighting 
ommiuttee; Gladvs A. Branegan, director 
School of [Elomi noma College 
vyriculture, QOlneo State University 
Fhomas Smith Kelly, lighting consultant 


New York City, and member of | the 
LES. Residence Lighting Committe 
1 W. Commery, head of Reside 


- 
tial Lighting Section, G-E Lamp [De 


I: uge 


partment, will be the technical advisor 


tor the residential lighting awards judges 


4“ - , 
(;reat enthusiasn tor the contest 1s 

being shown not culv by persons and o1 

eanizations in the electrical industry, sucl 

is elect ( SCT) Mmpanies lig] ne 

1 

equipment wholesalers am eir salesme 

i d electrical Co ict t tis 

irchitects, binlders and designers i 


ording to Harold H. Green of the Lamy 
Department's advertising division, w 
is sponsoring the contest 


Awards ot $100 each will be made t 


individuals. who have played key roles 
planning, selling, supplying and installing 
the ighting I the itstandi 
Plann lighting installations «1 194! 

( General Electric lamps are pre 
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A ° ae s a 
minately used. Additional awards of | 

“150 each will go to persons submitting 
ports of winning installations 


The awards, described as “an expres 


on of appreciation to those who strive 
bring maximum lighting benefits to 
isers of G-E lamps,” will be based on 







eports of lighting installations submitted HEAV ¥ DU } Y 
» the Lamp Department of the General 


Electric Company and postmarked not RENEWABLE TYPE FUSE 
ter than January 31, 1950 
WITH 
HEAVY 
BRIDGES 
OF 





Phonographs Furnished 
In Garden Apartments 
ROSELLE, N. J.—Featured in th 


ew Lockwood Village development in 


is city will be a “Musicorner” in the 


iving room of each of the 310 apart ’ Ss 

= \BRA 
Designed by Milton L. Ehrlich, builder | , 

ind president of Milton L. Ehrlich, Inc., | 
conjunction with RCA Victor; WKrich 

Radisco, New Jersey distributor for 

RCA, and the Jersey Music and Appli 

nee Division of the Jersey Tire Co., th 


Musicorner” will contain a new 45-rpm 
phonograph built into a specially designed 
ner with shelves for records and 
ilbums, ete. 
Another innovation in the second wall 


the corner will be an arrangement 


enabling the tenant to achieve a custom- ¥ 


uilt effect with any standard make of 






television set j 


Mr. Ehrlich pointed out that “the ie 


gs 
vo" DESIGNED TO WITHSTAND TEMPORARY 
nent in moderate-income housing — the 
physical setting and facilities to encom Approved by Under- 
eas meas." | EXTRA HEAVY OVERLOADS 22=2 
| 

















tainment and educational interest —~ 
(oF OCT) - al 
j j = p00 
Cool .. Truly Aligned . . Maximum Use of SSS tan 
Brass... Adding up to Lower Power BRIDGES —————_ | 
OF THICK BRASS ~~ 
Waste Than Ever Before! And Here’s How! 





This new heavy duty fuse incorporates many time- 


tested Monarch features. The newest, thick =e 
TENSION / 


brass bridges widely separating the terminals aname Tt 
from the fiber bar and made with ventilating 
holes allow maximum dissipation of any internal 























heat. 

The Monarch method of locking these bridges POSITIVE 

securely to the terminals and fiber bar, together tock 

with Monarch’s positive lock construction and ——— 
DEALERS AND FRIENDS of Lap- compressed tension washers, insures permanent = 
pin Electric Co., distributing firm in true alignment. r 
Milwaukee, Wis., will see this newly f 


enlarged, remodeled and redecorated 
building when they attend the whole- 
sale firm's “Open House” party this 
month. David C. Lappin founded the 
firm in 1919 as an electrical supply 
house. In 1928 an appliance division 


SPECIFY Manarch FOR 
was added, and rapid expansion caused 


NEWABLE ° 
the company to literally outgrow three Seat SUPERIOR FUSE rvice 


former buildings. Now eighteen sales- 
men and fifty-two office and warehouse 
employees serve customers in both the 


2 MONARCH FUSE CO., LTD. 
appliance and electrical contracting 


fields. 118 E. First Street Jamestown, N. Y. 
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The floating gripping 


un action of the shoe 
bitin’ assures a positive 
| tit and bond on the 


a — armored cable 


(aes zi 
YY —— 


Holds tight but does 
not injure the fibrous 
covering of non- 
metallic cables 


Gedney Patented Shoe-Hold Connectors have a flexible-jointed 


shoe that makes them conform to the shape of armored cable for 


positive grip and to clamp non-metallic cable without cutting. 


Easier to use, these carefully machined malleable iron fittings 


are protected by Ged-O-Lite finish that assures long, satisfactory 


service. Write today for samples and prices. All sizes available. 


GEDNEY ELECTRIC CO. 


GENERAL OFFICES: RKO BLDG., RADIO CITY, NEW YORK 20, N. Y. 


FOUNDRY, FACTORY AND SHIPPING POINT 
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TERRYVILLE, CONN 
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ALL KEYED UP—W. H. Kaiser 
fourth from left), district manager of 
the General Electric Supply Corp., 
Boston, receives the key to that firm’s 
new building at Third and North Bea- 
con Streets, Brighton, Mass., at its re- 
cent open house, attended by about 
2,000 guests. From left to right are: 
Col. H. H. Harrison, T. R. Worcester, 
and W. A. Davis, of Thos. R. Worces- 
ter, Inc., architect and builder; and 
Mr. Kaiser and M. O. Williams of 
G. E. Supply. 








Nine Men Win Promotions 
At American Steel & Wire 
Promotions for nine officials in tl 
sales lepartment I \merican Steel Q 
Wire ( mpany were announced recent] 


H. M. Francis, vice president in charg 


Included among the new assignments 


ire those of Norman N. Sted to the post 


! manager of the manufacturers product 
iles division, at the company’s headquar 
ters in Cleveland; Maxwell ID. V. Millar 
Nanage f the Detroit district sal 
C4 i kdw ird \ \I i\ iS Mal 
t ot the ( igo district les othce 
In their new posts, they succeed t 
‘ acancies created by the ay pointment 


R. I. Curtis, Howard B. Maguirs 
ind Clarence T. Gilchrist to newly cré 
ited positions of area managers of sale 
it New York, Cleveland and Chicag« 

he other appointments were as fol 
Ws 

Robert M. Page to manager of Wor 
ester (Mass.) district sales, succeedins 
FF. Kenneth Sawyer, who retired re centh 
atter 44 vears of service with the com 


pany’s sales department in New York 


Paul Ketring, to the position of direc 
tor, cold rolled strip sales, at compan 
Cleveland. 

Anerney to assistant mat 


iger, manutacturers products sales divi 


Mohr has been made assist 


; ’ , Yer ; ¢ +1 1) . ] ] 
al nanace I t etroit Sales «dis 


Fred L. Nonnenmacher to manager ¢ 
ss? + - | | 
manufacturers products sales, Chicago 


Frank T. Clarke to manager of manu 
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New Coating Developed 
For Incandescent Lamps 


BOSTON—Incandescent light bulbs 
day are undergoing an overhaul as 
reat as any that has taken place since 
the frosted lamp became available in the 
iddle 1920's. 


One of the latest developments aimed 
ward improving incandescent — light 


uurces is a new Interior silica coating 


r frosted lamps, produced by the Mon 


into Chemical C here and applied t 
ibs by a process developed by the 
hampion Lamp Works, of Lynn, Mass. 


Phis new process and coating reportedly 
vive an even brightness over the entire 
surface of the bulb and eliminate glare 
r bright spots. 


Westinghouse Announces 
Winner of Lamp Contest 

PITTSBURGH—tThe top award of 
$5,000 in the $31,000 nationwide “complete 
this sentence” consumer contest sponsored 
by the Lamp Division of the Westing 
house Electric Corp. has been won by 
Mrs. Wallace Davis, of the Missoula Mer 
antile Co., Missoula, Mont., it was an 
nounced recently. 

The contest offered 754 prizes to entries, 
who, after purchasing six Westinghouse 
lamp bulbs, were best able to complete 
the sentence, “I like Westinghouse 
(name of product) . . . because 

25 additional words or less 

The promotion was supported by thx 
irgest nationwide advertising campaigi 
in Westinghouse history. Newspaper sup 
plements, general magazines, and _ the 


trade press were used. 








AIMING to further improve customer 
shipments, Day-Brite Lighting, Inc., of 
St. Louis, Mo., recently leased this 
trailer and tractor to travel between 
ts St. Louis and Tupelo, Miss., plants. 
Tupelo manufactured items are now 
carried in stock at the St. Louis plant 
for immediate shipment, and St. Louis 
manufactured items are carried in the 
lupelo plant on the same basis. 
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Contractors and maintenance men find Collyer Wires and Cables 
give maximum electrical performance and long-lasting durability 
in every installation. On-the-job experience with these ruggedly 
built wires proves they are easy to work and have extra toughness 
for true operating economy. It will pay you to specify Collyer on 
all new work and on old installations being brought up to date. 
There’s a Collyer wire for every requirement . . . write for informa- 
tion and samples. 


CABLEX (Non-metallic Sheathed Cable) 


Smooth, non-tacky finish; flame-resistant braid — insulation Collyer 
Type T Resistol. Sizes 14 to 4 with 2, 3, or 4 conductors. 


RUBBER INSULATED BUILDING WIRE 
Type R, Type RH, and Type RW. Available lead sheathed or braid 
covered for voltages to 5,000 or higher. 


SERVICE ENTRANCE CABLE 


Type SE, Style U, unarmored, with concentrically wound bare neutral. 
Gray weatherproof braid —- flame retardant and inconspicuous, 


VARNISHED CAMBRIC INSULATED POWER CABLES (Type V) 


Has high dielectric strength — resists oil, ozone and heat. Braided or 
lead covered, single or multi-conductor, for voltages up to 15,000. 


TYPE RR SUPRENE UNDERGROUND CABLE 


Rubber insulation with tough neoprene jacket for aerial, conduit or duct 
installations. Underwriters’ approved for Underground Service Entrance. 
Single and multi-conductors. 


INSULATED WIRE COMPANY 


245 ROOSEVELT AVE., PAWTUCKET, R. I. 






NATIONAL sales force and top ex- 


om Meatrohe 
ecutives of Moe Brothers Mfg. Co 


: pose in front of the Fort Atkinson, 
M FLOOR BOXES R WIRING SPECIALTIES Wis., plant of their firm during its 
° One 

> EW 


recent annual sales conference. 
of those present, E. A. Lea, Minne- 
apolis district merchandiser, won the 


WwW ° ° trophy for merchandising leadership— 
A Straight Line Is an annual Moe Brothers award for 
outstanding sales representation based 


The Shortest Distance nie ae ” on wholesaler/dealer relations, mer- 


chandising ability and total sales 
“Latrobe” Floor Boxes and Wiring Specialties are designed straight to the volume. 

purpose. They are stripped of showiness, fanciness, excess parts. No 
wandering around in circles to install “Latrobe” Products ... simple and 
quick. No waste power or needless wear in service . .. but straight to 
the job, accurately and dependably. 








Triangle Conduit & Cable 
Opens Chicago Warehouse 
NEW BRUNSWICK, N. J.—The T1: 
angle Conduit & Cable Co., Inc., of thi 
citv, recently established warehouse fa 
cilities in Chicago at the Polk Street 
Station (Pennsylvania R. R.), 323 W 


Polk Street 


Sold Only Through Wholesalers 





| he new warehouse vill be operate 

7 u“ out of Triangle Conduit & Cable’s Cl 

No. 252-R “Latrobe 3 ‘ cli hg 

um um cago district office, under the supervisio 

Two Gang Box No. 110 “Latrobe age eee . 
Watertight and adjustable with No. 208 Re- WwW s t John Vetontaimne 1] riangle pro 
ceptacle in one section. Compact and efficient atertight Box , ; . A ° . 
One Cover Plate has ‘2” flush brass plug The neat, unique design of the No. 110 Box ucts, except rigid steel and thin wa 
other, 2” allows it to be Installed in record time. Its ace ih 4 Lad aa 

simplicity assures trouble-free performance. conauit, Will we stocked there, 1t W 


Cover Plate is 3/2” diam. No. 208 Receptacle. 


— announced 
me | 
| New Sales District Formed 
| ‘ . ‘ 
, | By General Electric Co. 
' | The tenth national district throug 
| which the Construction Materials Depart 


No. 330 Tom Thumb 3 
Utility Outlet No. 150 Box— will serve the electrical construction m: 








ment of the General Electric Compa 


A versatile outlet that is excellent for use in | rials 1 rket has hee forme it 

wood floors, mantels, baseboards and other in No. 207 Nozzle ceriais market ha cen med, it w 
stallations free from moisture or mechanical The No. 150 is a soundly constructed Box with announced recently by A. W. Gilmor 
injury. Installed quickly with no harm te 4'4” Cover Plate and large Adjusting Ring i 

finish No. 215. Compact, economical, efficient. |} manager ot marketing for the departmet t 


The new northwest sales district w 
serve the wholesale trading areas of Seat 
tle and Spokane, Washington; Portlar 
Oregon; Boise, Idaho; Salt Lake Cit 
Utah, and Butte and Billings, Montana 
Phe Construction Materials Department 
manufactures and markets a complete | 


; 


f electrical building equipment throug 





IL 


No. 284 Nozzle With ”“ “u and cables, cable assemblies, and portal 
No. 200 Cover Plate No. 470 “Bull Dog 


four operating divisions, The Wire at 





Cable Division produces building wit 


4 4 cords The wiring ae ice divisior dal 
This Duplex Receptacle Nozzle is the most Pipe or Conduit Hanger 7 lev . _ 
useful and efficient on the market. Is fur Sturdy and dependable for hanging pipe or con factures more than 700 lar ge and sm 
nished with '2” or %4” brass pipe extension, duit 2”, %” and 1” to steel beams up to %” 1 . 
and easily installed. thick. Larger sizes for larger pipe devices such as swite hes, outlets a1 


ises. Rigid and flexible conduit, el 


FULLMAN MANUFACTURING CO. |rnenneeern 
LATROBE . . . PENNSYLVANIA ot aoa aes © 


trical metallic tubing, boxes, fittings at 


accessories, and underfloor raceways a! 





1 nt 
PESCCHIL 


accessories, component parts f 
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lamps and 





appliance accessories for elec- 


trical equipment and fixture manufac- 
turers 
formation of the 


Concurrent with the 


lew district, William W. Bryan of Pitts 
urgh was named district manager by 
George E. Wickman, manager of sales 


\ graduate of Yale University, M1 
Electric 


1934. 


a construction 


Bryan joined the General Com 


pany as a general clerk in Four 


ears later he was named 


materials district representative in Chi 
remained until 1942 when 
e entered th Navy Mi 


1945 as 


ARO, whe re he 
Bryan re 
a district 


ined the company in 


epresentative in Pittsburgh, the position 
e held until his new appointment 
The Construction Materials — 


lso that George F 


an pire ine of 15 


ment has announced ;¢ 


Kingshot, years ser- 


vice with the General Electric Company, 


as been named the operating manager of 
Pacific district warehouse at 3000 
Street, Los Angeles 


‘Ilford has been 


the new 
Kast 46th 

Lloyd C. Shack 
and cable specialist 
Materials De 


headquarters in 


named 
for the Con- 
‘partment. He will 
e, Wash 


a wire 
struction 
make his 
ington. 


1 
Seattl 


Rome Cable Approved 
For Airport Wiring 
Rome Cable 
York, 
Civil 


New 
approval by the 


Corporation, Rome, 
announced recently 


Admin 


RoPrene and RoZone 


Aeronautics istration of its 


RoMarine RoPrene 
cables for under the ad 
ministration’s specification L-824. 

appro 
Administration for 
Ro Marine- 


airport wiring 
Aero- 
airport wiring, 
RoZone 
Administration’s 
List of Approved Airport Lighting Equip- 
ment as “Under Electrical Cables 
for Airport Lighting,” and are available 
izes and types described in CAA 


4 
Fi | 


The first to be ved by Civil 
nautics 
RoPrene and RoPrene 
are now included in that 


ground 


in those s 


Specification L-8 








GARLAN MORSE was recently ap- 
pointed director of Pacific Coast sales 
of all product divisions of Sylvania 
Electric Products, Inc., with headquar- 
ters in San Francisco. Mr. Morse was 
formerly general merchandise manager 
of that firm's lamp division. 








- Liste 


d by unt 


jerwriter® 





Accommodates a Broad Range of Cable Sizes 
Gets the Job Done Fisher ... Easier! 


Frankel Split Bolt Connectors are easy to use on all types of 


connections, whether 


favorite for taps, 


temporary or 
dead ends, 


motor 


permanent. 
leads, 


A proven 
and in junction 


boxes, etc. For working in close quarters or mean spots, you 


can't find a better connector than a Frankel 


® compare these advantages! 

1. Extra length pressure bar extending 
beyond nut, keeps threads firmly 
meshed, prevents stripping. 

2. Extra wide wrench grip on body. 

3. No sharp edges to nick wires. 


4, All material guaranteed against 
season cracking. 


5. Nut of high strength Duronze. 

6. Pressure Bar is a bronze forging. 

7. Body is 90% copper (comml. bronze). 
> 


Write today for Catalog 4B 
SOLD THROUGH LEADING 
WHOLESALERS EXCLUSIVELY 


KEEP FRANKEL 


“Bug.” 


“BUGS"' HANDY — 


YOU'LL USE THEM EVERY DAY 

















FRANKEL CONNECTOR CO. 


27 VESTRY ST. e« 


42 YEARS OF KNOW-HOW IN SOLDERLESS CONNECTORS 
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ie. 


Comparative Cannon Paging Annunciators in hospital and department store. 


we 








MORE USES FOR SIGNAL EQUIPMENT 


...Mean Better Business for 
Electrical Wholesalers... 


WRITE FOR the four page Reprint 
Folder shown at right for a few per- 
tinent suggestions. Standard signal 
equipment long used in hospitals is 
perfectly adapted to industrial and 
commercial applications which save 
time and money, promote greater 
efficiency for the user. 

The department store application 


1 
| 
| 
| 
7 HOSPITAL 
| 
| 
| 
| 
| 

shown above is only one of the many 
| 
| 
| 
| 
| 
| 
| 
| 
| 


SIGNAL EQUIPMENT 
ADAPTABLE TO 
COMMERCIAL USES 


uses for hospital silent paging sys- 
tems, whether flashing numbers or 
lights are used. Doctor’s In-and-out 
Registers may be adapted to guard 
desks of plants; lamp annunciators 
to cafes and restaurants, etc. 


tural products 
architecty : 


| any 
acterc prveooment come 


Write to Cannon Electric Development Com 
pany, Division of Cannon Manufacturing Cor 


cannon Ef 


poration, 3209 Humboldt Street, Los Angeles | 
11, California or contact one of the 28 Cannon 
representatives located in principal U.S.A. | a 
cities. Canadian plant and offices, Toronto, 
Ontario... Address Department 1-362. 
SINCE 1915 
OR 
GAN HO G49 FLECGYRIG 


ELECTRIC 





RIG. U.S. PAT. OFF, 











Arrow-Hart & Hegeman 
Appoints Five in Sales 


NEW BRITAIN, CONN.—Five pro 
motions and additions in the sales depart- 
ment of the Arrow-Hart & Hegeman 
Electric Co., of this citv, were announced 
recently by Percy C. Smith, vice presi 
dent and director of sales. 

Fhose appointed and their new posts 
are: Howard J. Varley, assistant director 
if sales for the entire company ; Gordon 
Britt, sales manager of the appliance 
division; P. T. Galt, Jr., manager of the 
industrial controls division; Chartes H 
Puttle and John C. Ellis, sales manager 
aud assistant sales manager, respectively, 
of the industrial controls division. 

Mr. Varley has been with Arrow-Hart 
& Hegeman since 1937. Prior to his 
present promotion, he was sales manager 
of the appliance division, handling the 
sales of special applications of e‘ectrical 
controls used by manufacturers on origi 
nal equipment 

Joining Arrow-llart & Hegeman in 
1934, Mr. Britt has held positions in the 
advertising, production and service de 
partments, as well as in the appliance 
division of the company. 

Mr. Galt entered the employ of Arrow 
Hlart & Hegeman in 1926. He has spent 
much of this time in the specialty appli 
ance switch division of the firm and has 
hared in the development of its motor 
control enclosed switches 

Most of Mr. Tuttle’s more than 23 
vears with Arrow-Hart & Hegeman have 
been devoted to engineering and sales 
work. In 1930 he became appliance engi- 
neer in charge of the development. of 
special switch controls used on original 
equipment 

Mr. Ellis joined Arrow-Hart & Hege- 
man in 1945 as a salesman attached to the 
New York office. He has concentrated on 


field work with industrial motor controls 





Howard J. Varley Gordon Britt 





Charles H. Tuttle John C. Ellis 
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- You Sell 


ETIME HEAT 


When You Sell FLECTROMODE ! 





4 ‘HE amazing Lifetime Heating Element built into every Electro- 


mode All-Electric Heater means maximum profit for distributor 


HOWARD H. WEBER has been ap- ; 
pointed general sales manager of the and dealer. Service troubles due to element failure are eliminated 
wire and cable department of the 
United States Rubber Co., accordi 
‘ : 40., © ng : 
Raiptiagpettspctinaicocianec Msing Pig a | forever! And customers’ complete satisfaction with a heater that 


Higbee, manager. always puts out an abundance of fan-circulated heat—within a 


because, with the minimum of care, Electromodes practically last 


minute—for as little as le an hour, can’t be equalled by any other 





heater on the market! Approved by Underwriters’ Laboratories. 


Smaller 150-Watt Lamp 


Listed By Westinghouse them for real values. Read their specifications and you'll agree that 
A new 150-watt incandescent lamp | ELECTROMODE'S THE LINE FOR ‘49! 


using a bulb 


The Electromodes featured below are leaders—nothing can touch 


only the size of a pre-war 
100-watt lamp and containing a_ highl 
chaise dektk acheh itacuutd mex toe THEY’LL WANT THESE ELECTROMODES... 


as een 
] 


developed by the Westinghouse |] 


amp 

Division at Bloon ie ld, N a ER THEM NOW 
The new 150-watt bulb is almost an ORD 

inch shorter and one-fourth mech slimmer 


than the old bulb with single-coil fila 
ment that it replaces. This tret 


Model PJ-13 PORTABLE 
d to | 
1 lict asascrteaphes Lifetime heating element; safety switch, separate 
sm - fight bulbs started late in 102 s 
remap om Se ee in 1939 fan switch. Size: 13” high; 11!4” wide; 7” deep 


when standard 50-watt and 60-watt light Weight: 16 Ibs. 1320 warts. 110 volts AC. 4435 











Ibs were cut to 2 inches in diametet BTU 
ym 2 1€S 
seeners > 1 W. ¢ 1 . 
[In January, 1942, the bul r the 100- | Model PJ-13 Model WJA-13 Automatic SMALL-ROOM HEATER 
+¢ 1 1 : : 1: Electromode 
ae Say es eee = on Builds into the wall. Lifetime heating element 
ter to 25, inches Last Septembe West — ae wad 9720" 29 
“ ast tem s nlat 17 x yw O 
ag er air | ” Front plate size: 11! 1274”. 1320 watts. 11 
wm Lat > | an ] QT?) i 
ei ee volts AC. 4435 BTU. In chrome or white finish 
he /5-watt incandescent lany reducing Also availabl On-automati¢ 





it to the size of the 60-watt mp \ll 





ese reduction n ul r vere pos Model WA Automatic DOWN-FLO 
7 , 
sible because of the substitution of double 
7 £ , ‘ — Bilt-in-Wall type. Lifetime heating element. With 
il filaments for single coil uments 








| or without built-in thermostat. Front plate 
Model WJA-13 Electromode 17” x 21”. Four Capacitics from 1500 to 4000 watts 

| with automatic heat contro —5122 to 13,660 BTU. 230 volts AC. 

| Write Dept. EW-99 for 

Sales Aids and Complete Line information 





Revere Electric Manufacturing Co., 
(Chicago, has announced the additior 
sales staff of Wynne Snoots, 2d Unit 
Santa Ke Building, Dallas, and Hollis 1 
eever, 705 East 13 \ve., Houstor 


exas. Teamed under the name of Wynne 


ELECTROMODE 





qi Elec: HEATERS 





Snoots Company of Dallas, this du “ 
oe a a Saree ee eee wre Model WA Electromode 
PTAHOWT CO THe trade Troug it the with automatic heat control 
uthwest will cover Texas and New 
lexico wit! Re ere’s extensive line of 
rviee station, airport, sports, marine ELECTROMODE CORPORATION ° 45 Crouch St., Rochester 3, N.Y. 
| industrial lighting equipment World’s Leading Exclusive Manufacturer of All-Electric Heaters 
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LOOK TO THE FUSE LEADER FOR PRODUCTION PROGRESS | 


/ Stud Anchors in 
: Spring Tension Washer 


Wide Double Contact Surfaces — 
Spring Tension Locking of Links 


Expansion and contraction of metals during Off and 


On periods 


loose contacts and 


result) in 
WARI 
tight, 
longer fuse life. 


finally 
blows. 
permanently 


Compre =s 


heating and 
HI-LAG 


construction 
insuring low 


This fluctuation 
in other 


causes 
which 
unnecessary 
keeps contacts 
resistance and 


fuses, 


Write for Circular—APPROVED BY UNDERWRITERS LAB. 


WARE FUSE CORPORATION 


4420 W. LAKE ST. 


CHICAGO 24, ILL. 








in a 
brand 
new 


box 


original 


The 


made only by 








Blake 





§. H. COUCH CO. INC. — Dept. 409 


Same fine staples 


Square Shouldered 
for Straight Driving. 
Insulation that stays on. 


i 


ot Maddie A 


+ 





NO. QUINCY 71, MASS. 
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OBITUARIES 





RUSSELL CARSON 


Russell Carson, 32, advertising direc 
tor of the Operadio Mfg. Co., St. Charles, 
Ill., died recently at Batavia, Illinois. 

Mr. Carson was associated with Op 
radio Mfg. Co. for more than seven years, 
and for the past three years was identified 
with the sales and commercial phases ot 
the company’s business in addition to ad 
vertising. He enjoyed a wide acquain 
tance with many individuals and firms 
in the communications industry. 

He is survived by his widow and two 
daughters. 


IVAN F. BRADY 


Ivan F, 
of Brady Electric, Inc., 
saling firm of Elmira, N. Y., died August 
2 in a hospital in that city. He was 62. 

Mr. Brady came to Elmira in 1930 
Previous to that he was employed by the 
Rochester Electrical Supply Co. In 1937 
he formed the Brady-Scannell Electric 
Co., and that firm’s name was changed 
to Brady Electric, Inc., the following 
year. 

Mr. Brady was a member of the Na- 
tional Electrical Wholesalers Association 


Brady, president and treasurer 
electrical whole 


Manufacturers 


Representatives 
Wanted... 


Prepare now for next season’s business. 


Air Equipment Co., manu- 
facturers of the well-known 
Nitecool* and Koolmaster* 
attic, window and commer- 
cial fans are seeking sales 
and distribution representa- 
tion in the following states: 
California, Colorado, Indi- 
ana, lowa, Kansas, Kentucky, 
Minnesota, Nebraska, North 
and South Dakota, Ohio, 
Pennsylvania and Tennessee. 
Air Equipment Co. offers— 
protected franchises — top- 
grade equipment — national 
advertising. Write direct for 
complete information. 


*Reg. Trade-Mark 


AIR EQUIPMENT CO. 
1713 W. Carroll Ave., Chicago 12, Illinois 


5S Years of Experience and Progressive Management 
Established 1894 
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ROBERT D. GLENNIE 


Robert Douglas Glennie, manager ot 
the Buffalo district of the General Elec 
tric Supply Corp., died July 27 in 
home at Buffalo, N. Y., after an illness of 
several months 

Born in Scotland, Ont., in 1885, Mr. 
(Glennie came to Niagara Falls as a boy. 
He founded the Falls Equipment Co. 
there in 1916, serving as president of that 
concern throughout its existence 


ERUVICE ENTRANCE 
EQUIPITIENT 






Moving to Buffalo in 1928, Mr. Glennie 
purchase. tie Klectri Supply Xv Equip THE 
ment Co. in August of that year and 
merged it with the Falls Equipment Co. 
During this period of his business career, 
Ni Glennie also became president of 


\lajestic Wholesalers 

In 1931 the Falls Equipment Co. was 
sold to General Electric, and later was 
merged with the Robertson Cataract Elec- 
tric Co. to form the Buffalo district of 
the General Electric Supply Corp. Mr 
Glennie served as manager of this district 
until his death 


C. J. LITSCHER 


Christian Joseph Litscher, 69, founder 
and president of Litscher’s Wholesale 
Electric, the first electric wholesaling 
firm in Grand Rapids, Michigan, died 
recently at Indian Trail Lodge, Traverse 


City, Michigan. In failit 


g ealth for 1 \ u 
several years, Mr. Litscher had regu T P CR 
larly spent his summers with his wife at 


rr 
the Lode: which he had helped found 


He had maintained his active participa 
tion in business until his deat SERVICE Swi 


Early Years 





This new, popular Front-Operated Service Switch provides for two 


\le sterhas mac horn > con 2 ° ° ° e e ° 
Mr. Litscher was born in 1880 in Chi main and four branch circuits; fusible or no fuse mains. An economi- 


cago and attended public scn there 


a URE Con caeemellt i amuemee wa os office cal unit for small homes handles residential loads safely and 
boy with the Central Electric Co. and dependably. Built for 125-250 volt service, this new “CR” is rated 
continued in the electrical business all at 30 Amperes. Standard Type “CR” switch mechanism has a posi- 
the rest o1 hye life My the end of 3 tive “ON” or “OFF” position; Bakelite handle; snug, full-floating 
oe laleod de Mea a pies gg! aye bronze contacts; and handy terminals — just a few of many features 
chief clerk in 1898 and two vears later that help build long, dependable service into the 27046-Line. 


. ¢ 1 ° 
started travel as a salesman for the 


—_ Another CURRENT Favorite-Type “CR” No. 27050 


While traveling the state of Michigan 


he saw the opportunities for starting a General Purpose, Front-Operated, 30 
business of his own. It was thus that he Ampere size for Plug Fuses and 30 and 
moved to Grand Rapids in 1906 and 60 Ampere sizes for Cartridge Fuses. 
founded his own orn there in 1909 The . ; : 
ye FI eh hig — Standard finish is gray enamel. In_ this 
1tscne ectri Oo vas started ss . 
with $7,500 and one of its first checks was switch, you have a unit as excellent in de- 
written for membership in the Elec- sign and manufacture and as dependable 


trical Supply Jobbers Association (now as all other electrical equipment bearing 
NAED) of which Mr. Litscher was al 


cues disdain aiak asiieetinaie acamian our trademark. Ratings for 27050: 30 
Sle Vitalie was te Grek ba otal Amperes, 125-250 Volts A.C. 





irdize catalog methods for electrical dis All equipment listed as standard by The 

perenne founding | the Flectric Whole Underwriters’ Laboratories, Inc. 

rece a ' 9 oe tee: Mic ig a Branch Stocks At: Syracuse, Cincinnati, 
ve years from 1918 to 1923. he manu Cleveland, Detroit, Chicago, Dallas, Phila- 
factured —_") elect - lighting plants at delphia, Boston, San Francisco, Los Angeles. 

the former itscher-Lite Corporation 






WRITE TODAY FOR LITERATURE TO: 
1609 LAUREL STREET 
HARTFORD 6, CONN. 


THE ARROW-HART & HEGEMAN 
ELECTRIC COMPANY 
HARTFORD 6, CONN., U.S.A. 
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Liked to Travel CONTROLS ond APPARATUS 


cor (Judie 


PERFORMANCE 


With his wife and sons, Mr. Litscher 
had made travel a lifetime hobby He 
was a charter member of the Grand 
Rapids Rotary Club, a member of the 
Peninsular Club and Kent Country Club 
He was a charter member of the Na- 
tional \ssociation if Electrical Distrih 
utors (tormerly N.E.W.A.) 


Surviving are his wife, Sarah, and four 










sons. 

















THIS AND THAT | 


Veetings 


Illuminating Engineering Society, 
National Technical Conference, French 
Lick Springs Hotel, French Lick, Ind., 
September 19 

National Electronics Conference, 
Edgewater Beach Hotel, Chicago, IL, 
September: 6-28 


National Television and Electrical 





Living Show, sponsored by the Chi- 
cago Electric \ssociation, Chicago 
Coliseum. September 30-October 9 






Boston Conference on Distribution, 


meands 


, 4 ae iss ' ‘3 | : 
; eee 2lst annual meeting, Boston, Massa- 
e chusetts. ()ctohber 10 11 
| International Association of Elec- 
o trical Leagues, Annual Conference, 
Hotel Cleveland, Cleveland, Ohio, Oc- 
EASIER TO SELL! Because Stonco- EASIER TO SELL! Because Stonco tober 12-15 
Multilight systems are so complete. t i > i =i ei . . 
150 or St or f Poot ; = products are engineered with erector National Electrical Contractors As- 
e HANGare Sysvems 50 W. set efficiency. Its universal fittings ne ‘ ; a 
Lite Master all enclosed systems con- “| a ? sociation, Annua Convention, Rice 
; will make any combination of light ; : 
vertible to 300 W. systems 300 and Hteadl | Hotel Houston, Texas, November 
rT 
500 W. Flood Master systems. And a ee Q-1] 
complete line of slip-fitters and vari- Union made —sold exclusively ae ae eT ee . 
ous multiple mounting units. 4 thru qualified wholesalers National Electrical Manufacturers 


Association, Chalfonte-Haddon Hall, 
Atlantic Cit N. JT... November 13-18 


STONE MANUFACTURING COMPANY 


489 Henry Street Elizabeth 4, N. J. 













with the INVSIDIS Remetrol 


REMOTE CONTROL SWITCH 


FOR OPERATION OF YARD LIGHTS 
PUMPS, MOTORS, MACHINES, ETC. 





Jiffy BRITE-GLO 


SAFETY SIGNS 


. . « GLOW IN THE DARK 
. . - NEVER FAIL 

for @ EXITS @ FIRE ESCAPES 
AUSTIN No. RSC-t e@ CORRIDORS e STAIRWAYS 
COMPLETE WITH 2 


we cooneseanewmonenten’ | | Power or no Jiffy SIGNS GLOW 


The AUSTIN: Remotrol allows the 
installation of any desired number of 
momentary contact switches, thus pro- 
viding maximum convenience at low 
cost. Remotrol eliminates the need for 
costly 3-way and 4-way switches—re- 
duces substantially the amount of wire 
required by conventional systems. 


FUSTAT. | 
Remotrol is a thoroughly reliable indoor- >. ae oe Big Bs 


ond constructed, both electrically and 


outdoor switch unusually well designed } ERITE-GLOW Safety Sigt be u present 
| 
mechanically, and housed in a heavy- | 
| 


duty rustproof cast aluminum case with 
two external lugs for easy mounting. 


ILLUSTRATED WITH CASES a 2 f 
Cie PANEL ane kame Letina Clyde Wiin 


TERMINALS NORTHBROOK, ILLINOIS 
Dept. 36, 1144 W. Washington Blvd. 


WRITE TODAY FOR REMOTROL BULLETIN af ee A 
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MORE FACTS io | SWITCH “ON” © recutarty 


®@ AUTOMATICALLY 


ON RODUCTS ™ a SWITCH “ORF’’® evectricatty 


Appliance Sales Manual—The Appli 

ance Division of the National Electri- | WITH A FAMOUS TIME SWITCH 
ca iOlesalers Assn., 500 Fifth Ave., | 

New York 18, N.Y., has recently pub- | 








lished its complete Appliance Sales | PLAIN OR ASTRONOMICAL 
Manual. 35 cents per copy or 35 dol- , 
lars per hundred. Tork Clock Time Switches are world re- 


Ne "La 
| nowned for their dependability and ac- 
weenie teem tayliniem | curacy. They require no regular atten- 
tion, and are available in many electrical 









Conduit, Wire and Cable Detailed | 
specifications of the company’s con- 
duit, wire and cable are given in Cat 
alog No. 49 issued by tl Triangle 


Conduit & Cable Co., Inc., 1902 Jersey / 

ie aa a There’s a TORK CLOCK for every need. 
Economically priced from $9 50 
Send for free literature. ° 


NEW! fisvunes ASTRONOMIC “FOLLOW the SUN” 





capacities for both indoor and outdoor 
use. 








Control Equipment—Bulletin 493 de 


ibes the “Pushmatic,” a device fot 30 HOUR SPRING RESERVE. 
ontrolling il protecting electrical 
circuits Bulletin 494 explains the 
pushbutton service panels re NE CLOCK CO., Inc. 
control centers for homes, apartment 1 GROVE ST., MOUNT VERNON. N. Y 
suildings, service stations and indus ‘ 
trial applications BullDog Electric | 








TITCHENER 
T-Type CABLE STAPLE 


MILLER 


LIGHTS THE WAY — 














Inside dimensions: '/," wide 


re 
> 4 $ e 

x 74" long. Designed for use on PVX or i 4 ee, gy a 
T-Type Cable. Fits a// types of non-metallic c 4 
sheathed cable—Romex, Braidex, PDX, - 5 4 
Romefiex, etc. . y 

Prompt delivery . . . Favorable price. ( - 

There's a big call for these Titchener > ) t 
Staples. Order your Stock NOW. Full in 
formation sent on request. 

Titchener’s complete line of Cable Stapies | 


includes: 








Romex Staples 


wy a A ey ye Send for New Xmas Supplementary Catalog XB 
shank) 
MILLER 3:3: Bas 
COMPANY PAWTUCKET, R. I. 


E-Z Drive'BX Staples 
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E. H. TITCHENER & CO. 


91 Clinton Street Binghamton, N. Y. 

















manufacture 
and sale of 


soldering products 


The recent integration of the P. Wall 
Manufacturing Company and the Harmic 
Manufacturing Company has made avail- 
able a complete line of soldering prod- 
ucts from the P. Wall plant in Grove 
City, Pa. P. Wall is the oldest manufac- 
turer of blow torches and firepots in the 
United States and has enjoyed an envi- 
able reputation for quality products since 
1864. Combined with this fine old name 
is new vigor in manufacturing and mer- 
chandising techniques supplied by the 
principals of the more youthful Harmic 
Manufacturing Company. 





Typical of P. Wall's complete line are the following products. 


“DREADNAUGHT” 


Torch No. 4] 


This gasoline blow torch 
features a drawn steel tank 
with all inlets brazed and 
bottom electrically seam 
welded to tank shell. Blow-proof pump, durable 
double coat brass gloss finish. Highly polished 
brass tank available. Attractively priced. 








“DREADNAUGHT” No. 2 


Alcohol Blow Torch 


The Dreadnaught self- 
generating torch moves 
| fast and brings quick prof- 
its. Triple chrome plated 
Ideal for home workshops. Flame temperature 
1800°F... just right for pre-heating work ...im- 
proving quality of soldering. Two sizes available 


Send for NEW Catalog 


Our new catalog, printed in August, describes 
ourcomplete line —including the Harmic Division 
products. Write for free copy—no obligation. 


P. Wall Mfg. Co. 


210 ERIE STREET, GROVE CITY, PA. 





Your Most Complete Line of Soldering Products 
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Distribution System — Circular TEC- 
151, published by the Trumbull Elec 
Mfg. Co., Plainville, Conn., shows 7 
photographed installations of FVK 
Flex-A-power plug-in busways and de 
scribes product features and various 
owner benefits to be derived from its 
use. 





When writing 
mention 


ELECTRICAL WHOLESALING 





Devices 


Electric Control \n 8-page 
bulletin—No. 100,000—illustrates the 
line of electric control devices for in- 


dustrial and commercial control appli- 


cations manufactured by the Vard 
Leonard Electric C« Mt. Vernon, 
New York. 








When writing 
mention 


ELECTRICAL WHOLESALING 


Electric Fans—Application of propel- 
] 


ler fans for solving ventilating prob 


lems in industrial, commercial and in- 

stitutional buildings is explained in 
nave booklet entitled ‘1,001 Ven 

tilating Problems Solved.” Phe Her 
an Nelsor Corp., Moline 111 





When writing 
mention 


ELECTRICAL WHOLESALING 


Electric Range Units—Information fo 
modernizing the top of electric ranges 
|! for properly fitting range units 
to any electric range surface opening 
is contained in Bulletin KU-149. Edwin 
Wiegand Co., 7 Thomas Blvd.., 
Pittsburgh 8, Pa 


ant 


SOS 


When writing 
mention 


ELECTRICAL WHOLESALING 





Electrical Contacts 3ulletin 7.101 
contains 12 pages of detailed informa 
tion on the properties and applications 
of “Fastell” electrical contacts manu- 
factured by Fansteel Metallurgical 
Corp., North Chicago, Ill. 





When writing 


ELECTRICAL WHOLESALING 


mention 
Electrical Equipment— The various 
products of the Jefferson Electric Co., 
Bellwood, Ill, are pictured and de- 
scribed briefly in Booklet 451-GB. 


hese include transformers, fluorescent 
lamp ballasts, and fuses. 








When writing 
mention 


ELECTRICAL WHOLESALING 


88- 
for 
the farm and farm-home has been pub- 


An 
products 


Electrical Farm Equipment 
page catalog describing 


lished by General Electric Co., Dept 
HF 2327, 1285 Boston Ave., Bridge- 
port 2, Conn. 10 cents per copy. 


When writing 
mention 


ELECTRICAL WHOLESALING 





ELECTRICAL WHOLESALING 











by SLATER 


GLOWS IN THE DARK! 
SAVES MONEY AS A NIGHT LIGHT! 
HELPS KEEP WALLS CLEAN! 


Sensational Glo-Switch installs like 

any ordinary switch. Unlike cheap 

imitations which depend on a lucite 

handle to carry light from inside the 

body, genuine Glo-Switch actually has 

a neon bulb IN ITS HANDLE and CAN be 

seen from any part of a dark room. 

Economical, practical, Glo-Switch 

costs 3¢ a year to operate. 

Neon bulb lasts for years, may 

be replaced for pennies. A fine 

night light in nurseries, stairways, 

garages, bedrooms, 

darkrooms, etc. Order 

Glo-Switch today. 
5A 250V 


New pa tented 


construction offers handle 
tllumination 10 times 








10 A 125V 


© 


} 


5 brighter than any other 

tluminated switch 
on the market. 
No. 2,214,317 


Pat 


Slater Electric & Mfg. Co., Inc. 


Woodside, New York 
Manufacturers of Lifetime Wiring Devices 
Send for catolog No. 49 
showing over 100 new devices 








September, 1949 








Electrical Fittings and Equipment — | ST oe ™ 
Catalog 500 contains 24 pages of pic- Te 
tures, data and detailed information % 



















Made in standard depths |” 
and combinations for use | 
with heavy orthin wallcon- ~~ 
duit, armored cable, non- — 
metallic sheathed cable, ~ 
flexible steel conduit or = 
flexible non-metallictubing © 
(leom). Also a complete line 

of covers for each type and 
size of box. 


mount equipment with Unistrut prod- 
ucts. Unistrut Products Co., 1013 | 
West Washington Blvd., Chicago 7, 
[linois. 


| 

. 

on how to frame, hang, support and | 
| 

| 





when writing ELECTRICAL WHOLESALING 


mention 





Electrical Insulating Materials 36 
page publication, describing ‘“Fiber- 
glas’” and “Fiberglas’-base materials 
that are available for the insulation of | 
wire, cable and electrical equipment, 


has been published by Owens-Corning | 
Fiberglas Corp., Textile Prods. Div., | te 
16 E. 56th St., N. Y. 22, N. Y AUSTIN No. 9-0-'4 Ps, 
4" Octagonal Outlet =| 
Box 


AUSTIN No. 300-1 
: 4” Square Outlet Box 


When writing ELECTRICAL WHOLESALING | 


: m3 the: se 





Expansion Bolts and Allied Products | 
Catalog 49 and a 4-page supplement 
include catalog data, prices, illustra- 





tions and descriptions of expansion ‘ 
bolts and shields, hammer drive an . 

hors toggle bolts drills conduit AUSTIN No. 2-D-'4 AUSTIN No. 9NX 
chors, ggle- it rill Nae 4-11 16” Square Outlet 4” Cable Box 
clamps, pole line hardware, etc. Dia- San 
1 ond | xpansion Bolt Lo [1 {rat 

ood, N. J. 







WRITE FOR INFORMATION AND 
PRICES ON ENTIRE BOX LINE The TU. Eb. Austin Company 


NORTHBROOK, ILLINOIS 


when wcitin ELECTRICAL WHOLESALING 


SOLD ONLY THROUGH WHOLESALERS. 












Specialists in 
SODERING 
BRAZING 
WELDING 


















LB. ALLEN CO., Inc. 
6701 BRYN MAWR AVE. 
CHICAGO 314, ILL 


U. S. Patent No. 1.933.555 


SOLDERLESS 
WIRE CONNECTORS 


wore score. H make a good wiring job STAND UP! 


ed 


SCREW IT! 


THAT'S ALL WITH SCRU-ITS! UNIVERSAL 
|_ WRITE FOR DATA SHEET NO. 2000 | THE Pee ttiee 
SOLAR ELECTRIC CORPORATION fm 1549 EAST FIRST STREET ——— 


WARREN, PA. 
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THY mee 


AND FITTINGS § 


of Rustproof Cast 
Aluminum Alloy 








— 


No. 1572 Entrance Head wo 279 | 


Key-hole mounting brock 


et for easy attachment to 
building 


No. 275 One Hole Strap 


for oval-shaped coble 


ie ) 


No. 2275 Two Hole Strap 


for oval-shaped cable 





No. $0-36 Wotertight Connector 
Cutaway view illustrates how 3-point com 
pression forces rubber gland oround entire 
circumference of cable 


Ca 


No. GR-1 Grounding Ring 

For bonding meter box to artificial ground 
Tight connection ond positive bond without 
soldering 


No. 6009 

Non-watertight 
Connector. Tokes 
a wide range of 
sizes ond types of 
cable, round or 
oval, without the 





use of shims or in 
serts 

No. L-63 

Sill Plate. Provides 
metallic protec- 
tion to service en 
trancecable atthe 
most hazordous 
point— where it 
enters the buyild- 
ing 





SOLD THROUGH ELECTRICAL WHOLESALERS 


em aaa ase a ae ae ae ee ee 
3 





The TU. Gb. Austin Company 


NORTHBROOK, I LINO/IS 
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Fittings, Cables, Antenna Equipment 
\ general price list, designated as | 
10B, has been issued by the Andrew 
Corp., 363 E. 75 St., Chicago 19, Ill 
Included in the price list are briet 




















The Only 
PROTECTED 












descriptions and catalog numbers of 
the company’s various types of cables, SWITCH 
fittings, tower lighting equipment, and AND 
antenna equipment WALL 
When writin ry 
mention» ELECTRICAL WHOLESALING CHRO/*E 
PLATF" 
. . . e 
Fuses and Lubricating Devices BRASS 
Broadside 300-A describes and illus 
trates tfTuses, fuse clip clamps, test e 
lamps, fuse pullers and lubricating STEEL 
devices manufactured by Price Fuse 
Mfg. ¢ 2948 N. 5th St., Milwaukee e 
12, Wis 
IVORY 
Wh iti WRINKLED 
w 
hen writing ELECTRICAL WHOLESALING 
; a 
CHANGEABLE 
PLATES WITH 
HORIZONTAL 
orenmss Write for 
Fluorescent Fixtures Sixteen pages | CATALOG 
fully describe and illustrate: the Sun- | and 
Lite Slimline series of fluorescent fix- | PRICE LIST 
tures designed for commercial and i 
trial installations the “Flexall’ * 
ell r jouver: and the various pendant 
type fluorescent fixtures designed 
individual mounting continuous 
Sun-Lite Mfg. Co., 2555 Belle- ing 
\ Det 7 \M 
| 
~~ 1 









Winecntion  ? ELECTRICAL WHOLESALING 


HONER MFG. 
412 S. GREEN ST. 


co. 
CHICAGO 7, ILL 








SALES 
REPRESENTATION |. perfect CORDinaton 


Sales representation for [li | | 
nois, Indiana and lowa, de- | | 
sired by established organiza 
tion. = Only 
comprehensive line of ap 


work like a team with wa 
at 
. iil Ag 


NJ 


CORNISH Cords and Plugs. 
interest 1s in 


Sure contact, long wear C7 


proved electrical items. Our 
policy soheitation ot 


and an end to CORDelirium 3 
By <4 


with 


active 
a few lines only 


Box 9739, Electrical Wholesaling 
520 N. Michigan Ave., Chicago 11, Ill. 





CORDS and CORD SETS 








APPROVED BY UNDERWPITERS LABORATORIES 


MANUFACTURER’S 
REPRESENTATIVES 
WANTED 
lor a line of quality wiring 
\ust be wellestab 
among wholesaler 
State territory 
covered and lines repre- 


Selected by leading manufacturers . . 
why not by YOU 
= 


A full line of Flexible 
Cords for the Repair and 


devices. 


lished Service industry, 
accounts. 


obtainable through 




















sented. All replies confi 
dential. 


Jobbers and Distributors 


CORNISH WIRE COMPANY, wc 


15 Park Row New York 7, N.Y. 


Box 9717 — Electrical Wholesaling 
330 W. 42nd St., New York 18, N. Y. 
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Fluorescent Fixtures— The Winfield 


Electric Co., 1644 North Ada St., Chi- 
cago 22, Ill., announces publication of 
its circular illustrating the new “Angle- 


Lite” fluorescent fixtures designed to 


cae wake ae se SOLDERING IRGR 
taurant, display room or cocktail 
lounge. 


when writing ELECTRICAL WHOLESALING 


mention 


PATENT 


Lighting—Bulletin 37 on sports and PENDING 


recreational lighting contains infor 
mation on outdoor and indoor lighting. 
and on the operation and care of such 
lighting equipment. General Electric 
Lamp Dept., Nela Park, Cleveland, O 
Now: An iron so light, so well balanced, its 
weight is scarcely noticeable. When customers call 
Wimention  » ELECTRICAL WHOLESALING for an iron for long delicate work where fatigue 
works against quality, HEXACON FEATHER 
WEIGHT BANTAM is 
Low Voltage Control ‘A 16-page bul the answer. The new BAN- 
ee a ‘TAM is completely com- 
company’s system of low voltage con- HEXACON MODEL 30H. Weight fortable, more practical than 
trol—with the aid of wiring diagrams 52 oz. (less cord). 40, or 60 Watts. a pencil iron and requires 
and suggested installation procedures Both %” and %” tips furnished. no transformer. Write for 
Ask for literature on complete line prices and discounts, today. 
of screw tip, plug tip and hatchet 
irons. 


Portable Electrical Tools A 4-page HEXACON ELECTRIC CO. 


circular, released by the Independent 146 W. CLAY AVE., ROSELLE PARK, N. J. 
Pneumatic Tool Co., Aurora, IIL, pic- 


tures the various models of the Thor 


Wieecntion ? ELECTRICAL WHOLESALING 





LINES 
WANTED 


Manufacturers representative, 
covering Florida, Georgia and 
Alabama can give complete 
and proper coverage for addi- 
tional electrical supplies in 
this area. 

Box 9604— 


Electrical Wholesaling 
330 W. 42nd St., New York 18, N. Y. 


ANNI “Qriction Set” 


Fixture Hangers 
CUTOUT MATERIALS , 9 
Plug Fuse and FOR INSTANT ALIGNMENT 


Cartridge Fuse Cutouts 
9 At last you can get a Fixture Hanger that turns to any angle alter being 
Plug and Cartridge screwed to an outlet box. Although base and receptacle remain stationary, 


” hanger arms may be turned to align with any preconceived lighting plan 
Fuse Entrance Switches Exclusive Friction Ring firmly holds fixture in selected position. Hanger 
screws on to 3'4"' or 4 outlet boxes, no other fastening necessary. Fur- 
H nished complete with receptacle, two 5’ chains, hooks and cord clips. Also 

Battery Switches available with bushed hole only, or with 3 wire solid ground receptacle. 
All Friction-Set Hangers are approved by the Underwriters’ Laboratories. 

Meter Test Blocks K100 shown above, List Price $1.10 + Write for Bulletins K25, K26 and K27 


HEINEMANN ELECTRIC CO. SIMPLET ELECTRIC COMPANY 
Trenton New Jersey | | 3600 West Potomac Avenue, Chicago 51, Illinois 


11 Park Place, New YorK 7, New York 
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TOGGLE 


* y= 
sent “9 


Re AAAS 


Above: The toggles 
spring back in posi. 
tion to form a bear- 

ing against the back 

wall, 


The services for ARRO TOGGLE BOLTS 
are endless for anchoring quickly and 
securely to hollow construction. These 
bolts have special features and are 
sturdily built of the best materials and 
workmanship to outlast the partition 
or walls to which they are attached. 
Arro quality is recognized everywhere. 
Made in screw sizes Ye to 2” inc. 


Above: The toggle 
screw is screwed 
tightly into a solid 
position. 


Sold only Lhrough jobbers 





ARRO EXPANSION BOLT COMPANY 


LU ile), Amel site) 


150 











“Silver Line” portable electric tools— 
wrenches, grinders, drills, polishers, 
saws, sanders, etc. 












When writing 
mention 


ELECTRICAL WHOLESALING 


Recessed Lighting Unit—IIlustrations 


and descriptive data are contained in 
Bulletin No. 126 on the “Gyro-Lite” 
recessed lighting unit manufactured by 
Swivelier Co., Inc., 30 Irving Place, 
New York js N. Y 


when writing ELECTRICAL WHOLESALING 


mention 





Rectifiers A 48-page handbook on 
miniature selenium rectifiers has been 
published by the Federal Telephone & 
Radio Corp., 100 Kingsland Road, Clif- 
ton, N. J. 


when writing ELECTRICAL WHOLESALING 


mention 





Service Entrance Equipment \ 4 
folder on streamlined fuse puller 
as residential pan- 
ghting circuit 
“1 1 
available DY 


Plain 


page 
switches to be 
1 : ’ 175 
cis tor main, range and i 

1 ] ] 
protect m has cen made 


The Trumbull Fle Mfg. Co 


used 


when writing ELECTRICAL WHOLESALING 


mention 





MANUFACTURERS SALES REPRESENTA- 
TIVE for the following states: Ohio, Virgi- 
nia, North Carolina, South Carolina, Geor- 
gia, and Florida. Several openings in these 
territories are available for men who have 
had experience in the sale of lighting 
equipment to distributors. We manufacture 
a complete line of fluorescent and incan- 
descent lighting equipment, and are 
licensed by the Holophane Co. to fabri- 
cate a complete line of lens equipment. 
Representatives must be equipped with a 
thorough knowledge of the lighting field 
and be prepared to call upon architects 
as well as distributors. 


GENERAL LIGHTING PRODUCTS CO. 


16 Delancy Street, Newark, N. J. 
Mitchell 3-7230 











SALES 
REPRESENTATION 


Virginia, West Virginia, 
N. Carolina, S. Carolina 
Territory 


Interested in adding top 
staple Electrical Line 
Wire, Conduit, Fittings, 
Safety Switches, etc. 


Well Established 


Box 9655, Electrical 
330 W. 42nd St., 


Wholesaling, 
New York 18, N. Y. 









RICH COLORS— Blue, green, or- 
ange, red, white... all vibrant 

. all self-selling! Stock these 
high-quality multiple type, 
C-7'4 Christmas Tree Bulbs. 
Available in strings or packed 
10 to a box. 


ADVERTISED — to your dealers in 
leading trade publications, 


Saturday Evening Post! 


WRITE — Sylvania Electric Prod- 
ucts Inc., Advertising Dept. 
LC-6409, 500 Fifth Ave., New 
York 18, N. Y, for names of 
nearest manufacturers of strings 
using Sylvania Christmas Tree 
Bulbs. 








and to consumers through The y 








Approved 






Prompt 
Shipment 


FULTON ELECTRIC 
& MFG. COMPANY 


38 NORTH 2nd AVENUE 
MT. VERNON, N. Y. 
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Reactors — Bulletin 600, 
Murray Mfg. Corp., 
Brooklyn 16, N. Y., gives pertinent in- 
formation on the company’s indoor 
and outdoor cast-in-concrete reactors. 


ieention  » ELECTRICAL WHOLESALING 





Transformers—Data on various types 
of indoor and outdoor current trans- 
formers, indoor and outdoor potential 
transformers, and outdoor metering 
outfits are contained in a 32-page bui- 
letin released by Allis-Chalmers Mfg. 
Co., 940 S. 70th St., Milwaukee, Wis 
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Transformers—Bulletin GEA-5274 de 
scribes the “Butyl-molded” line of in- 
strument transformers manufactured 
by General Electric Co., Apparatus 
Dept., Schenectady 5, N. Y. 


veieention 2 ELECTRICAL WHOLESALING 


Welding Equipment—Cataleg No. 140 
contains over 150 illustrations of the 
various types of welding equipment 
manufactured by Modern Engineering 
Co., Dept. 118, 3415 West Pine Blvd., 
St. Louis 3, Mo. 
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MANUFACTURERS 
REPRESENTATIVES’ 
WANTED 


Experienced representative to call 
upon Electrical Wholesale Jobbers 
and Architects to represent manu- 
facturer of SLIMLINE and 
FLUORESCENT Fixtures, the 
most complete and best designed 
line available today. Territories 
available in Pennsylvania, Maryland, 
Virginia, Michigan and St. Louis 
area. Write 
RW 9860, Electrical Wholesaling, 

330 W. 42nd St., New York 18, N. Y. 








ELECTRICAL MANUFACTURER 
of 
CONSTRUCTION MATERIALS 


Are you satisfied with your present sales 
in Ohio, West Virginia, and Western 
Pennsylvania? If not, you could depend 
on our fourteen years of active work with 
Electrical Wholesalers, Contractors and 
Architects to give you the type representa- 
tion you required for maximum results. 


All correspondence will be confidential. 
Contact 


Mr. John J. Sullivan & 
Associates 
1900 Euclid Avenue, Cleveland, Ohio 














issued by 
1250 Atlantic Ave., 









Sold only thru 
WHOLESALERS 


900-910 W. VAN BUREN STREET 





ELECTRICAL 


o ; , Ae 4% x j 
COMPARE VALUES 
COMPARE PRICES 


> MTL 
~ «. STAT 
AND PERFORMANCE 


Be sure to get 
YOUR 80-PAGE MANUAL 


The most complete manual 
on electrical connectors and 
accessories. Color photoqraphs, 
charts, data, technical, engi- 
neering and other valuable in- 
formation. 


WRITE ON YOUR LETTERHEAD TODAY FOR COPY 


COPPER TUBE 
[ & PRODUCTS, Inc. 
CINCINNATI 27, 0. 
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MANUFACTURERS 
of Lighting Equipment 


JACKSON ELECTRICAL COMPANY 


CHICAGO 7, ILLINOIS 





8972-8974-8976 
PORCELAIN ENAMELED 
YARDLUGHTS 





























= © The JACKSON 

i line of modern 

;F lighting fixtures 
is is a good, re- 
aw liable line for 
“3 the Whole- 


saler. 


@®let us send 
facts and liter- 
ature on the 
complete 
JACKSON 


line. 





is ORNAMENTAL 
OUTDOOR BRACKETS 
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Post-Lit» “STEAL THE STREET” 
| & e | ey 
i el ‘| > Hf lk 


The New 


ALL-WEATHER 
FLUORESCENTS 


Good in Zero Weather 


New method of outdoor light- 
ing radiates light in all 
directions. These dramatic 
streamlined lights completely 
dominate any surroundings. 
Visible a mile away. Attract 
business like nothing else can. 
Wherever introduced, other 
lighting modernization pro- 
grams follow. 

Post-Lites come in a com- 
plete line for all types of 
outdoor lighting. Well engi- 
neered, properly built by a 
38-year-old company. Priced 






Round Post-Lites 
straddle pipe posts 
] Half-Round Post 
for popular sale. Mail coupon Lites mount on 


walls 


for Catalog, prices, discounts. Also other models 


W. H. LONG CO., 108-114 W. Illinois St., Chieago 10 
Please mail Catalog and Prices. 


Name 


Address 
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Month after month messages on Fusetron dual-element fuses in 
industrial and trade magazines are reaching the men you call on. 

These messages show how Fusetron fuses can give the user many 
kinds of protection heretofore not available. They lay the ground 
work for your selling. 


In case after case salesmen have found that fuse users were already 
sold on Fusetron fuses and only had to be asked for an order. In 
many other cases prospects needed little urging to get them to change 
their whole plant over to Fusetron fuses. 


In other words, much Fusetron fuse business is waiting for the 
salesman to come and get it. The question is, therefore, “Are you 
getting your share?” 


Two ways you can put Fusetron Sales Promotion 
to work for you 


One simple way is to carry with you a copy of the Fusetron message 
that appears in the magazines. Showing this to prospects gives you a 
quick way to turn the conversation into an effective sales talk on 
Fusetron dual-element fuses. 

Secondly, should you run into trouble closing some sale, call on the 
BUSS Fuseman in your territory. He is ready, willing and equipped 
to help you. 

Tying your efforts into the Sales Promotion work that is being done 
continually can help you get your share of profitable Fusetron fuse 
business. 


Bussmann Mfg. Co., St. Louis, Mo. Division of McGraw Electric Co. 


Sell Fusetron fuses for installation 
throughout the entire electrical system 


ARE YOU GETTING YOUR SHARE 
OF FUSETRON FUSE BUSINESS? 
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